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ATT III - VT 2 

(PART II- SECTION 2 ) 
पेटेन्ट डायालय द्वारा जारी की गई पेटेन्टों और रिजाइनों से पम्मन्धित अधिसूचनाए और मोदिय 
(Notifications and Notices issued by the Patent Office relating to Patents and Designs 


THE PATANT OFFICE 


PATENTS AND DESIGNS 


Patrat Onice Dnoch . 
Wing C (C4, A ). 
Ilind Floor, Ralat Bhavan, 
Besant Nagar, Chongai-600 090 . 


Calcutta , the 11th July 1998 
ADDRESS AND JURISDICTION OF THE OFFICES OF 

THE PATENT OFFICE 


The Siates of Andbora Pradesh , 
Kurantaka , Korula , familnado & 
Pondicherry and the Union 
Territoriсm of Laccadlvo, Minicoy 
und Aminldivi Idande . 


The Patent Oilco bag ito Head Omco ut Calcutta And 
Branch Oticon at Mumbai, Delhi and Choppaj having territo 
a Jundiation on a Zonal bala u shown below : 


Putout Onico Branch , 
Todi Ratates, [Ilnd Floor, 
Loret. Pand (Want ) , 
Humbol- 400 013 . 


Tolographic address " PATENTOFIC " . 
Ph . No, 490 1495 Fax 044 - 4901492 . 


Patont Office . (Had Once ) , 
" NIZAM PALACE " , 2nd M .S .O . 
Building , Sth , 6th & 7th 
Hoor , 234 / 4 , Acharya Jagadish 
Boso Rond , Cutettu -700 m2 .. 


Rond de 


Telegraphike addreng " PATENTS" 
Ph . No. 247 4401 Fax 033 -2473851 . 


The States of Gujarat, 
Maharughtri , Madhya 
Pradesh ud Gor and tho Union 
Territorion of Daman and 

Diu and Dadra and Nagar Haveli, 
Tolaphic afdrom PATOFFICE " 
Ph . No . 492 5092 Fax No. 0224950622 . 

Patent Once Brach , 
Unit No. 401 to 405, JlIrd Floor, 
Municipal Market Bullding, 
Sarnawati Merg . Kam ] Bagh , 
New DeDi 110 005. 
The State of Fuyana , 
Himachal Pradesh . lammu enit 
Kashmir , Pwlab , Rajasthan , 
Uttar Pradesh and Delhi ond 
the Union Territory of 

Chandigarh 
Tolumraphic addrom " PATENTOPIC " 
Ph. No. 578 2532 Fax No. 011- 5766204 . 
1-- 147 GI/ 98 


All applications, notice , watonents or other Worum 
or any fear reguired by the Patent , Act, 1970 or the Patents 
Ruke 1972 will be received only at the appropriate Onice 
of the Patent Obce . 


Poem : - - The fees may citbor be paid in cau ar may be 
sont by bank draft or cheque payable to the Controller of 
Patents drawn on a scheduled bank at the place whero the 

appropriate office is situated . 
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पंटन्ट कार्यालय पाया , 
चिंग सी ( सी - 4 , ए ) 
मिरा तल , गााजी भवन बसन्त नगर , 
पन्नई -60009 ) । 


आन्ध्र प्रदेश , कर्नाटक , केरल , समिलनाड 
तथा पाण्डिचेरी गज्य क्षेत्र एवं 
संघ शासित क्षेत्र , लक्षदीप , मिमिकाय 
नया मिनिषिधीप । 


तार पना - " पटटफिक 


फोन : 4901495 फक्स : 044 - 4901492 


पेटेट कार्यालय 

एकाच मा अभिकल्प 

कलकत्ता , दिनांक 11 जलाई 1998 
बट कार्यालय के कार्यालय के पते एवं बीमाधिकार 
पटट कार्यालयका प्रधान कार्यालय कलकता में अवस्थित 
तथा मुम्बा , दिल्ली एवं चन्ना में इसके शाखा कार्यालय , 
जिनके पिक अधिकार आन के आधार पर निम्न रूप में 
प्रशित है : 

पटट कार्यानर पाखा , टोग इस्टेट , 
तीसरा तल , लोजर परले (प . ) , 
गम्बर - 400013 . 
गजरात , महाराष्ट्र मम्प प्रय 
तथा गोमा राज्य क्षेत्र एवं संघ 
शासित क्षेत्र , दमन तथा दीव एवं 
दादर और नगर हवेली । 
मार पता - "पटेटफिस " 
फोन 4925092 फग : 9224950622 
पेटंट कार्यालय पाया , 
एक सं . 401 से 405 , तीसरा तल , 
नगरपालिका मामार भवम , 
सरस्वनी मार्ग , करोल बाग , 
नई दिल्ली - 110 005 . 
हरियाणा , हिमाचल प्रदेश , जम्म 
नथा कश्मीर , पंजाब , राजस्थान , 
मत्सर प्रब तथा दिल्ली राज्य 
मंत्री संघ शासिम क्षेत्र मंडीगत । 


पेटंट कार्यालम ( उपन्न कासिम ) 
निघाम पलस , विपतीय महसलीम कार्यालय 
भवन , 5 , 6 तथा 7वां तल , 
234 / 4 , आचार्य जगदीश बोल मार्ग , 
कलकता-700020 . 


भारत का अपच क्षेत्र । 


तार पता - " टेट्स 
फोन : 2474401 फीस : 033- 2473851 


पटट अधिनियम , 1970 या फ्टंट नियम , 1972 * 
अपेक्षित सभी आवंधन - पत्र सूचनाएं , विवरण या अन्य प्रलेख पटट 
कार्यालय के केवल उपययना कार्यालय में ही प्राप्त किए जा । 


अरुक : गुल्फों को अदायगी या तो नकद की जाएगी बना 
जहां उपयक्त कार्यालय अवस्थित ह , उस स्थान के अनधिस 
बैंक से नियंत्रक को भगतान योग्य बैंक आफ्ट अथवा बैंक द्वारा 
की जा सकती है । 


फोन : 5782532 फक्म : 011 - 5766204 


28- 5- 1998 


APPLICATION FOR THE PATENT FILED AT THE 
HEAD OFFICE 234 /4 . ACHARYA JAGADISH BOSE 
ROAD, CALCUTTA-20 

The dated shown in the crecent bracked are the dated 
claimed under section 135 . rinder Patent Act , 1970 . 


951 , Cal / 98. Philips Electronics N . V ., " Extending battery lifo 

in electronic apparatus " . ( Convention No. 
9716142. 6 on 1 - 8- 97 in Great Britain ) . 


27- 5 - 1998 


952 / Cal / 98. Karneka Corporation, " Method for reducing a . 

aminiketone ". ( Convention No . 9 - 162005 1 3 - 6 

97 & 9-219287 on 29.07- 97 in Japan) . 
953 / Cal / 98 . American Cyanainid Company, " Herbicidal 3, 

5- difluoropyridines ". ( Convention No. 08 , 866 , 772 
on 30- 5 - 97 in U . S . A. ) . 


946 / Cal, 98 Supreme Paper Mills Ltd., " Agroligno 

nate . 


sulpho 


947 / Cal / 98. World Industry Co. Ltd., " Apriaratus for chang 

ing rotation of pedal shaft for bicycle ". ( Con 
vention No 1997 -23667 on 9- 6 -97 in Republic of 
Korea ) . 


95 + / Cal / 98. American Cyanamid Co., “ Process for preparing 

herbicicial 3 , 5 -difluoropyridines " . ( Convention 
No. 08 / 866 ,772 on 30 - 5- 97 in U . S. A .) . 


948 / Cul. 98 . The Bubcock & Wilcox Company, "Method for 

protecting from damage the material of a, gus- gia 
henter , used for ilireatment of flue gas ". ( Divided 
out of No. 759 /Cal / 94 antidated to 19- 9 -94 ). 


955, Cul 98. Daguseu Aktiengesellschaft. " Process for measur . 

ing density and may flow " . ( Convention No. 
19722274. 9 on 28- 5 - 97 in Germany ) . 


049 /Cal 98 . The Babcock & Wilcox Company, " Ductile em 

bedment in brittle inetal parts" . (Convention No . 
08 / 869 . 322 on 5 - 6 -97 in U . S. A . ) . 


956 / Cal / 98 . Slemens Aktiengesellschaft, " Process and arrange 

ment for reception of data ". ( Convention No. 
19724027. 5 on 6- 6- 97 in Germany ), 


950 / Cul / 98 . They Timken Company , "Roller- Formed bearing 

race and process for producing the same" 


957 / Chi 98 . ED . Scharwachter GMBH , " Deniontable door 

hinge. (Convention No, 19723401, 1 on 4 - 6 - 97 in 
Germany) . 
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___ स्वीकृत सम्पूर्ण निमियर 


958 / Cal / 98. Western Secd Espana S. A ., " Seedless tomato & 

method for producing a seedless tomato , hybrid 
tomato plants capable of producing said scedless 
touiatocs and cultivation material thereforo , and 
food products obtained from said seedless tomi 
toes ". 


939 /Cal 98 . Samsung Electronics Co. Ltd ., Dala detector and 

data detection mcthod " . ( Convention No . 97 
39945 on 21- 8 - 1997 in Republic of Korea ) . 


960 / C1/ 98 . The Rabcock & Wilcox Co., " Apparatus for scpa . 

rating solids from a solids and gas flow in a con 
bustor having fluid circuluting system " . (Divided 
out of No. 783 / Cil , 94 antidated to 26- 9 - 1994 ) . 


एतद्द्वारा यह सूचना दी जाती है कि सम्बद्ध वारदमों में 
रां किसी पर पटेट अनुवान के विरोध करने के इच्छ क कोई 
व्यक्ति , इसके निर्गम की तिथि से चार ( 4 ) महीने या मत्रिम 
एमी अवधि जो उक्त 4 महीने की अवधि की समाप्ति के पूर्ष 

पटेट नियम , 1972 के तहत विहित प्रपत्र 14 पर बापित एक 
__ महीने की अनभि से अधिक न हो , के भीतर कभी भी नियंत्रक , 

एकस्ट को उपयुक्त कार्यालय में एसे विरोध की सपना विहित 
प्रपत्र 15 पर व सकते है । विरोध संबंधी लिखिन वक्तव्य 
उक्ता सूचना के साथ अथवा पटट नियम , 1972 के नियम 36 
म यथा विहिः इसकी तिथि के एक महीने के भीतर ही फाइल 
किए जाने चाहिए । 


961 /Cal / 98 , 1, Shekaripuran Nailayanaswamy Ramacband 

ran. 2. Ayyappankav Ganesan Raghunath. 3. 
Venkatakrishanasarma Harihurakrishnan. 4 . Mari 
appan Anbarasain , 5 . Appavu Pavendhan . " A . 
device for measuring the quality of fibers and a 

method for obtaining defcct free roviny " . 
962 / CAL ,98. Phillips Petroleum Co ., "Process for producing 

mercaptans " . ( Convention No . 08 / 923752 On 2 - 9 
97 in U . S. A . ) . 


" प्रत्यक विनिश के संदर्भ में नीचं विए वर्गीकरण , भारतीय 
वर्गीकरण तथा अन्तर - राष्ट्रीय वगीकरण के अनुरूप ह । " 


963 / Cal /98 . Toyo Engineering Corporation , " Denulfurization 

process for flue gases ". ( Convention No . 1674691 
9700 24- 6 - 97 & 070335 /98 on 19- 3 - 1998 in 

Japan). 
964 / Cal /98. Siemens Aktiengesellschaft, " Distribution device 

for a telecommunications system ". ( Convention 
No . 19723453 . 4 on 4 - 6 - 97 in Germany ) . 


965 / Cal , 98. Siemens Aktiengesellschafi, " Radio transmission 

netbod and cordless telephones in particulur for 
dect standard ". ( Convention No. 19730984. 4 OD 
18- 07 - 97 in Germany ) . 


रूपांकन (चित्र आर ) की फोट प्रतियां यदि कोई हो , के 
साथ विनिशों का जाँदार या फोटो प्रतियों की आपति 
पंटेट कार्यालय , कलकत्ता अथवा उपयुवत शाखा कार्यालय द्वारा 
विहित लिप्यान्तरण प्रभार जिम उक्त कार्यालय से पत्र व्यवहार 
द्वारा निरचना करने में उगरांस इसकी अदायगी. पर की जा 
सकती है । विनिद की पृष्ट संख्या के साथ प्रत्येक स्वीकृत 
विनिर्देश के सामने नीचं गणित चित्र आरेख कागजों को जोड़कर 
उसे 2 से गणा करके , ( क्योंकि प्रक पृष्ठ का लिप्या तरण प्रभार 
2/ - रु , ह ) फोटो लिष्यासारण प्रभार का परिकलन किया जा 
सकता है । 


COMPLETE SPECIFICATION ACCEPIED 


Notico is horoby given that any person inlerested in oppos 
111g the grant of patents on any of the Applications con 
corned , may , at any time within four months of the date of 
this Ingue or within such further period not exceeding onc 
month applied for on Form - 14 prescribed under the Patents 
Rules , 1972 before the expiry of the said period of four 
months, given notice to the Controller of Patents at the 
appropriate office on the prescribed Form- 15, of such opposi 
ton . The written statement of opposition sbould be filed 
alongwith the said notice or within one month of its date as 
proscribed in Rulo 36 of the Patents Rules , 1972 . 


Ind. Cl. : 49 1 & B 

181521 
Int . CI.4 : A 47 J 27100, 27 / 60. 

METHOD FOR MAKING A COOKING VESSEL WITH 
A GRID OR PERFORATED PLATE FIXED TO THE BOT 
TOM THERECT AND A COOKING VESSEL MADE 
THEREBY . 

Applicant : SEB S . A ., OF LES 4M, CHEMIN DU PETIT 
BOIS, 69130 ECULLY FRANCE. 
Inventor : DENȚS FLAMMANG . 
Application No. 124 / Cal , 1994 filed on 2nd March 1994 . 

Appropriate Office for Opposition Proceedings ( Rule 4 , 
Patents Rules, 1972 ) Patent Office , Calcutta . 


The clomifications given below in respect of cuch specifica 
tion are according to Indian Classification and Interational 
Camfication. 


6 Claiims 


Typed or photo copios of the specifications together with 
photo copies of the druwings, if uny , can be supplied by the 
Patent Office, Calcutta or the appropriate Branch Office on 
payment of the proscribed copying charges which may be a 
ascertained on application to that office . Photo copying 
chargos may be calculated by adding the number of pages in 
the spocification and drawing sheets mentioned below against 
wch ucoaptad mpecification and maultiplying the same by 
two to get the charged as the copying charpos per page aro 
. B . 2 / . 


A method for making a cooking vessel with a grid of por 
forated plate mado of hard metal fixed to the bottom thereof, 
in which the aid or perforated plate is fixed by closed - dic 
forging , in particular by cold striking, so as to mako the metal 
of said bottoni penetrate into the openings in said grid or 
perforated plate , characterised in that a series of reliefs are 
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formed , by closed die forging operation , on the surface of 
the grid or porforated plate and also on the surface of tho 
bottom of the vessel, simultaneously with , or after the closed 
die forging operation for fixing the grid of perforated plate 
to the bottom of the cooking vessel, 


(Coinplete specification left after provision on 24 -3- 1995 ). 

Appropriate Office for Opposition Proceedings (Rulo 4 , 
Patents Rules, 1972 ) Patont Office , Calcutta , 


6 Claims 


( 9 , 4 


L 


Panoz 


PA 


during 


FIG .1 


An improved feed valve for compressed air brake systeru 
On a railway locimotiva or other mail vehicles comprising two 
portions, in supply portion and regulating portion , a main 
reservoir of compressed air , a cast budy assembly housing tho 
volve , suid supply portion consisting of a supply valve and a 
metallic valve seat for the said supply valvo adapted to sup 
ply air under pressure to the brake systoin , il ruhber diaphia 
piston tyembly bigcd by a spring, an air chamber on said 
riston lysembly and another air chamber below assembly , a 
further air chanıber provided over supply valve piston bush 
dad arvuud suid spring , air nder pressure from suid reservoir 
flows to suid further air chamber acting in turn on the air 
al suid chamber provided on the said piston assembly forcing 
the latter downwards against the tension of said spring of 
maid pinton assembly resulting in the flow of main rosorvoir 
wir in said further air chlumber over said piston bush and 
finally to brake system via a further air chamber provided 
over the supply valve real resulted by the opening of said 
nipply valve 

wid regulating portion consisting of a regulating valve , 1X 
regulating valve spring, a metallic regulating valve seat 10 
which aid regulating valve uclapted normally to contact 
under the force of said spring , an adjusting handle , a regir 
lating spring pruset by said bandle in .lccordance with the 
air prese/ IU " cquired for the system , 


pread 


( Compl. Specn . I piges; 


Digos, 2 shely. ) 


characterized in that , both said supply valve and the re 
Sulating: valve 2 " rubber- honded by reason of which there 
is no llechanical wear and tear when thc latter valvo js 
cated on and the fornier valve is in contact with their res 
poctive valve seats in their closed condition in a completely 
11- leak -proof manner 


Lod . Cl. : 152 E -- 130 i 

181522 
Int. Cl. : C 08 L 29 /04, 79 /08 

B 29 D 7 / 00 . 
MLLT PROCESSABLE COMPATIBLE THERMOILAS 
TIC POLYMERIC BLEND , 

Applicant : MCNEIL - PC , INC, OH VAN LIEW AVE 
NUE, MILI TO VN , NEW JERSEY 08850 . UNITED STATES 
OF AMERICA 


- 


1 


IPS 


1 


Inventors : 

1 . SHMUEL DABI, 

2 . MARK M . l’ERSINKO . 
Application No 146 , Cal , 1994. Gled on 9 Marel , 1994 , 

Appropriate Ollicu fui Opposition Proceedings ( Rule 4 . 
Patents Rules, 1972) Patent Office , Calcutta , 

Ś Claims 
A melt piovembibi: compatible thermoplastic polymeric 
blend comprising a mixture of 45 - 90 % polyvinyl alcohol, 
3 — 25 % of hydrophobic polyinor containing an anide type 
group such as herein desczibed , 0 . 1- 5 % ethylene Cubonate and 
$ - 45 % pustiçizer such 9 horein described . 


16 ompl. Syreen . 17 pages; 


Drgms. 2 shects .) 


181524 


(Compl. Specn . 14 pages; 


Drgns. Nil.) 


Ind , ( I. : 35 F 

33 C , 
Int, ( 1. : C 14 B 7 /14, 28 / 04 . 


NOVIL CEMENT COMPOSITION CONTAINING 
BLAST FURNACE SLAG OR SLAGS OF SIMILAR COM 
POSITION . 


Applicant & Inventor : DR . BAIDYANATH SAMADDAR . 
UF 323 / 1 , BELILIOUS ROAD , HOWRAH - 711 101, WEST 
HENG .AL , INDIA 


Ind . CL. : 24 D 

181523 
Int. C ). : B 61 H 11 /00 . 

AN IMPROVED FEED VALVE FOR COMPRESID AIR 
BRAKE SYSTEM ON A RAILWAY LOCOMOTIVE OR 
OTHER RAIL VEHICLES . 

Applicant STONE INDIA LIMITED , OF 16 TARA. 
TALLA ROAD CALCUTTA - 700 088. 

Invcutor . APURBA KUMAR BOSE . 
Application No. 199 / Cal, 1994 filed on 25th Much , 1994, 


Application No. 300 , Cal / 1994 filed on 27th April , 1994 . 
Complete specification left after provisional on 18 -4 - 1995 ). 


Appropriate Office for Opposition Proveedings (Rude 4 , 
Patents Rules, 1972 ) , Patent Office , Calcutta , 


PATU S c . 2 ) THE GAZETTE OF INDIA , JULY 11, 1998 (ASADHA 20 , 1920 ) 

803 
- . . . -- . -77 - 1,- - . -- LEBEES- : - : - 

ISZ -S t ar RCR KL -. - -- 2 - 1 

, 
9 Claims 

Inventor : ALAN CHARLES STINE. 

Application No . 361 , Cal / 1994 filed on 15th May , 1994 . 
A novel cemcui composition obtajucd from blast furnace 
slag or slags of similar composition comprising in combinn 

Appropriate Olh « c for Opposition Proceedings (Rule +, 
tion : 

l atents Rules, 1972 ) . Patent Office , Calcutta . 
( i) blast furnace slag - 15 — 65 % , by weight, 

4 Claims 
( ii) hydrated lime — 10 — 400 hy weight. 

4 compound chunge gear transmission structure ( 110 ) 

comprising a multiple -speed main transmission section ( 112 ) 
( iii ) 3ypsun and /or anlıydıite - - 5- - 40)" by weight and . 

connected in series with it niultiplc - speed auxidliaty transmis 
if desired 

ion section ( 111), both faid transmission sections being dis 

based ili 11 housing ( 116 ) , an input shaft ( 118 ) 
( iv ) portland cenient and / or additives - 2 - - 2017 , 

extending 
said 

ito said main transmission sections, a main shald ( 146 ) X 
adklitives being such a liercin described 

landing from suid main trgmission Seotion into said auxi 

Fury vansmission section and an output shaft ( 158 ) externing 
( Cont. Specn . 10 races : 

Drgas. Nil. 

froul said Viliaty transmission section , said transniission 
iy characterizal in that said inain shaft is apported for rotu 

tion in aid housing solely hy at lcast one of said input shaft 
Ind . Cl. : 39 P 

181525 in vid output shaft. 
Int. CI. : B22 C 1 / 18 
009 1 , 92 

Fig *** MARIA - 
NOVEL PROCESS FOR PREPARING AN INORGA 
NIC BONDING AGENT AND COMMERCIALLY VALU 
ADLE PRODUCIS MADE THEREWITH . 

Applicut & Laventur : DR . BAIDYANATH SAMALDAR . 
OF 323 / 1 , BELILJOUS ROAD , HOWRAH - 711 101, WEST 

240AMZ 
BENGAL. INDIA . 

AUDI 
Application No. 301 / Citl / 1994 ſiled on 27th April , 1994 . 

SAX 
Complete specification left after provisional un 18-4- 1995). 
Appropriate Office for Cpposition Proceedings (Rulc 4 , 
Patento Rule , 1972 ) , Patent Office, Calcutta , 


A 


2 . 


- - 


! 


- - 


27 


LIP 
.14 


lim 
USLAR . . . - 
UTENSILI 


.E 


. -681 


VI 


ISA 


" Z 


um - 


20: 17 


nh 


. 


11es 


11 


. 


LOGIA 


E 


. 


Am 


ITA 


240 


CE 


17 


, 0 


LEZ 

jeu 112 


- 


IBAL 


10 Claims 


112 


TW 


4157 


MA 


Icompl. Speel . 20 pages; 


Drury. 10 shecoin ) 


A novui process for preparing an , inorgame bunding agent 
magnesium aluminium hydrate (MAH ) and commercially 
valuablc products such as hercin described it. dc therewith , 
which process compliss in combinution the following 
wenty : - - 
10 ) Micplation of soluuons of aluminium 114 117gue 

siun salts in a manner th an herein described 
separately and cooling the same in timperature 

helow 30°C ; 
( 1 ) mising of the solutions and eljusting plſ of the 

127 )xed solution to it value between 7 .5 and 10 by 
itallicon of liquor unioniu or by passays of un 
monia gas through the cooled mixture of solution 

Su as to calline precipitation cf (MAH ); 
Is ) filtrulion of the precipitated hydrate compound to 

separate it froin the reaction medium in thc formi 
of cake or spray drying of the precipitate from the 

liquid itself containing the samz; 
( d ) drying and powdering of the filter cake as obtained 

in step ( c ) and optionally ; 
( c ) inixidy the powdered malerie ) with in Icasi unic addi 

tive such as herein described to obtain tho oommer 
cially valuabto products in a manner such as herein 
described . 


ini. , : 35 

181527 
lui, C1. : . 04 B 33 / 00 , 

MRU ESS TOR PREPARING MATERIAL HAVING 
( " RAMIC - LIKE J KOPERUITS . 

Ipplivinit si imeutoin : 1. MARCELI CYRKIEWICZ , OF 
NARUTOHRA STREET , 139 , 90145 LODZ, POLAND . 
2 . ERIIN HERILING , OF 817 FIFTH AVENUE, NEW 
YURK , TV , Y . 111021 , UNITED STATES OF AMERICA . 
3 , JACEK WLESZEWSKI, OH FALISTA, STRELT 157 , 
9.411,5 LODZ, POLAND . 

Applicauion No . + 15 / C :11, 1994 filed on 13th June , 1994 . 

Appropriate Orice for Opposition Proceedings (Rule 4 , 
Patents Ruley, 1972 ), Patent Office, Calcuttı. 

11 Claims 


Compl. Specn . 16 anges; 


Irgny . Nil , 1 


Ind . Cl. : 127 D 

18152 
134 B . 
Int Cl, : F 16 H 15 / 04 . 

COMPOUND CHANGE GEAR TRANSMISSION STRUC 
TURE . 

Applwani . EATON CORPORATION , OF 1111 SUPF . 
RIOR AVENUE, CLEVELAND , OHIO 48114 UNITED 
STATES OF AMERICA , 


o process u . piesing material having ceramic -like pro 
pertjes by binding an inorganic filler with a synthetic şcoin 
in a hon - queULiS system , characterised in that process consists 
of thic following steps : 

heating the inorganto filler in the town of waste phos . 
Phozypsum foi atleast cne hour at a temperature of 
at leasi 167°C ; 

adeling to 100 volune parts of a cpoxy resin or a mix 
ture of epoty resin with 20 _ - 80 volume % polyatcı 
lesin , + 3 --- 201) volume parts of the preliented inorg 
ruic filler with a grain size of upto 20 um ou continu 
0115 stirring for 11 . 2 - 5 hours ; and 
adding 8 - 20 volunc pirts of a curing agent for the 
resulting mixture for curing the mixture; 
casting the resulting mixture into a mould ; 
curing the mixture in the mould; and 

demcuilding the article . 
(Com Specn il pages ; 

Drglis . Nil.) 
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MIE GAZETTE OF INDIA, JULY 11,1998 CASADHA 20,1920) _ [Par I Sac.2 


Cl. : 64 B3. 


181328 


lat. Cl. : H 01 R 9 /03. 


CI. : 55 E 2 

181530 
Int. Cl. : A 61 K 31 / 38 

C 07 D 333 / 54. 
A PROCESS FOR PREPARING BENZO THIOPHENE 
COMPOUNDS, INTERMEDLATES , AND COMPOSI 
TIONS. 


AN ELECTRICAL PLUG CONNECTOR FOR TELE 
COMMUNICATION AND DATA TECHNIQUE . 


Applicant ; KRONE AKTIENGESELLSCHAFT, OF 
BEESKOWDAMN 3 - 11 , D . 14160 BERLIN -ZEHLEN 
DORF, GERMANY . 


Applicant : ELI LILLY AND COMPANY OF LILLY 
CORPORATE CENTER CITY OF INDIANAPOLIS , 
STATE OF INDIANA , UNITED STATES OF AMERICA , 


Inventor : MARKUS SPRINGER . 


Application No. 753 ! Cal /94 filed on 
1994 . 


19th 


September , 


Inventore : 

( 1 ) ALAN DAVID PALKOWITZ , 
( 2 ) KENNETH JEFF THRESHER . 


( Rule 


4 . 


Appropriate Ollive for Opposition Proceeilings 
Patents Rules, 1972 ) . Patent Office , Qalcutta . 


Application No. : 359 / Cal/ 1996 filed on 27th February , 
1996 . 


5 Claims 


( Convention No . ; 08 / 552,760 on 3 -11. 95 ; 08 / 352,890 
un 3 - 11 -95; 08 / 552564 on 3 -11-95 and 08 / 552 , 365 on 
3 - 11 -95 in U . S . A . ) 


Appropriate Office for Opposition Proceedings 
Patents Rules, 1972 ), Patent Office , Calcutta . 


(Rule 


A , 


An electrical plug connector for telecommunication and 
data tochnique , comprising Regular Jack contacts disposed 
in a housing , insulation displacement contacts and contact 
strips connecting said insulation displacemont contact and 
said Regular Jack contracts, characterized in that a shield 
contuct ( 1 ) terminutes at said plug connector ( 25 ) , said 
shield contact making an electrical connection between the 
cable shield (95) of the high frequency cable ( 94 ) by means 
of u squeeze connection clamp (23 ) and said shield wontact 
( 1 ) connected over the interpreciate earth wire contact ( 3 ) . 
to earth potential , 


WE CLAIM : 


1. A process for preparing compounds of formula I. 


R3- (CH2)7-04 


( Compl. Specn . : 10 pages; 


Digns . : 2 Shçets ) 


R2a 


181529 


Cl. : 39 K , Y E . 
Int. Cl.: : 0 22 B 34 / 12 , C 01 G 23 /047. 


A PROCESS FOR TREATING TITANIFEROUS 
MATERIAL AND APPARATUS FOR CARRYING OUT 
THE SAME. 


Applicant : RGC MINERAL SANDS LIMITED OF 
GOULDS ROAD , NARNGULU , GERALDTON , 
WESTERN AUSTRALIA , 6530, AUSTRALIA , 


Inventors : 

( 1 ) HAROLD ROBERT HARRIS, 

(2 ) IAN EDWARD GREY . 
Application No. : 771 / Cal / 1994 filed on 22nd September, 
1994 . 

( Convention No. PM 1413 /93; on 22 -10- 1993; in Austra . 


wherein 
Ria is - H or -OR -H in which Ria is - H or a hydroxy pro 
tecting group 1 
R24 18 - H , halo , or -OR " in which R ujs - H or u hydroxy 
protecting group ; 
R is l- piperidinyl, l-pyrrolidino , methyl-1-pyrrolidinyl, dime 
thyl-l-pyrrolidino , 4 -morpholino , dimethylamino , diethylamino , 
dlisopropylamino or 1-hexamethylencimino ; 

nis 2 or 3; and 

z js - or S ; 
or a pharmaceutically acceptablo salt thereof, comprising 
( a ) oxidizing the sulfur atom of a formula IV compound 


lia ). 


Appropriate Office for Opposition Proceedings 
Patents Rules , 1972 ) , Patent Office , Calcutta . 


(Rule 4 , 


18 Claims 


1 


. 


pla 


A process for treating titaniferous matcrial comprising 
feeding the titaniferous material to 4 rotary or elongated 
kiln at one or more fcod ports moung positioned at or adja 
cont a feed end of the kiln , providing conditions in the kiln 
to upgrade the titaniferous material to produce an upgraded 
titaniferous product, and recovering a mixture which includes 
the upgraded titaniferous product from the kiln at dischargo 
port mcans at or adjaceat a clischarge end of the kiln , 
wherein one or morc reagents as herein described are intro 
duced into the kilu ( i ) at a plurality of locations along the 
length of tho kiln , and / or ( ii) at or adjacent to said dis 
chargo end of the kiln . 


whoreix 
R18 and Ru uro as previously defined ; and 
Rw is a leaving group ; 
with a mixtuure of 1 to 1. 5 equivalents of hydrogen pero 
xide and 20 % 10 50 trifluoroacetic acid in a solvent such 
as horein described at # tomperature jo the range of 10 to 
SO C ; 


( Compl. Specn , : 15 pages ; 


Degn , : 1 Sheet ) 
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(b ) treating 1 compound with a guclcophilic group of the 
forinula 


Lo - ( CH2) 2 R3 


( 1. i 190 C 

181531 
Int. C1. : F03 B 15 /01 

AN IMPROVED POWER GENERATING SYSTEM . 

Applicant & Inventor : BIBEK NARAYAN NANDI, OF 
2 . GOPAL BANERJEE LANE, CALCUTTA - 700 026 , 
WEST BENGAI , INDIA . 

Application No. : 11 / Cal/ 1994 filed on 10th January, 
1994 . 

Appropriate Office for Opposition Proceedings (Rulo 4 . 
Patents Rules, 1972 ) , Patent Office , Calcutta . 


7 Claims 


wherein R12 is -OH or -SH ; 


An improved power generating system comprising & tur 
bino assembly and nozzle assembly wheroin said turbino 

ssembly comprises the blade assembly and conduit assem 


bly . 


with a base such as herein described in a poiar aprotic sol 
veni 49 horen described at a temperature in the range of 0° 
lo 30°C and subsequontly adding the product of step (a ) , 
a compound of formula XIV at a temperature between 0 
and 50°C 


20 


De 


XIV 


NES 


(6 ) reducing the product of step (b ), a compound of formulie 
XVI 


sty,reducing the product of sen(46),acompound at formu 


FIL 1 


(Compl. Specn . : 7 pages : 


Drgns . : 1 Sheet ) 


R - ( Ma) -07 


20 


by means of a moans selected from hydride reduction , cata 
lytic hydrogenation, transfer hydrogenolyal, or trimethyl 
sílyi iodido such as herein described to provide a compound 
of the formula 


Cl. : 117 B 

181532 
Int. C1.4 : B 65 G 65 / 30 , 67 /00 . 

AN ELECTRO -PNEUMATICALLY OPERATED 
DOOR OPERATING MECHANISM FOR RAPID -DIS 
CHARGE HOPPER WAGONS, 

Applicant : BURN STANDARD CO . LTD . 1040 . 
HUNGERFORD STREET, CALCUTTA - 700 017, WEST 
BENGAL , INDIA . 
Inventors : 

( 1) BUDDHADEVA GHOSH , 

( 2) ANNADA KINKAR DAS. 
Application No. : 46 /Cal / 1994 filed on 25th January , 
1994 . 

(Complete specification left after provisional an 
19 - 12 -1994 ). 

Appropriate Office for Opposition Proceedings (Rule A . 
Patents Rules, 1972 ) , Patent Office , Calcutta . 


R3 - (Celanoc 


2 Claims 


RIA 


(d ) optionally removing the R ? and / orR hydroxy protect 
ing groups , when present, of the product of step ( c ); and 
(e ) optionally forming a salt of the product of step ( c ) or 
step ( d ) . 


An clectro -pncumatically operated door operating mecha 
nism for rapid - discharge hopper wagons comprising a 
secondary lock system ( 1B ) having air cylinder ( 1) which 
is applied with compressed air from main air supply lino 
(34 ) through dirt collector (35), Isolating cock ( 36 ) . non 
returning valve (37 ), air reservoir (31), air filter (3 ) inlet 
(40 ) and outlet (41) of control ( spool ) valve ( 2 ) , inleto ( 43 ) 
and (44) of all cylinder ( 1 ) , the piston rod of air cylinder ( 1) 
with clevis (23) having slot ( 26A ), mounted thereon by 
means of lock nut (25C ) , hook (27 ) with pin ( 28A ) boing 
pressed on clevis (25 ) by spring (29), main operating lovor 


(Compl. Specn . 142 pages . ) 
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( 1 ), held in bearings (6 , 7 ), having lug (4A ) at its ono end 
which is lirikout to cylider roul clevis (25 ) of the secondary 
lock system by engugement of pin (26 ) in clevis zlot (26A ) , 
and with hook ( 27 ) , by the lug 14A ) which is engageable 
with pin ( 28A ) of look (27) , pressed on the bose of sail 
clevis ( 25 ) by means of a spring ( 29 ) when compressed air is 
fod into the cylinder ( 1 ) through inlet ( 44 ) thereof to push tho 
clevis (25) and lug ( 4A ) in the direction 1owards the cylinder 
and dispengageable from the said pin (28A ) when compressed 
air is fed into the cylinder through inlet (43 ) to push clevis 
(25 ) and lug ( 4A ) in the direction away from the cylinder, 
the opposite end of main Operating lever (4 ) being linked 
to clevis (8 ) by pin (22 ), the clevis (8 ) being in turn attached 
10 ono end of turn -buckle (9 ) which is linke at its opposito 
end to adjustable lever (11) and also to one end of connect 
ing rod ( 13 ) by means of eyo -bolt ( 10 ) and a pin (21), tho 
adjustable lever (11) being attached at its opposite end to 
operating shaft (5) having square section by adjustable bolts 
( 11A ), the opposite end of the connecting rod ( 13 ) being 
linked with other connecting rode (13 ) and adjustable lovers 
( 11) in scquence in the same manner ; central levers ( 15B ) 
fitted on shafts ( 5 ) having predetermined shape of contour ; 
door oporating levers ( 14 , 15 , 16 ) fitted on shafts (3 ) 
leaving gaps ( 15A ) between the adjacent faces of door ope 
rating lovers (14 , 15, 16 ) and of corresponding central levers 
(15B ), door connecting liuks (184 , 18B , 19A , 19B ) which 
are pivoted at their one cnd to the adjacent door flaps 
(34A , 34B ) and at their opposite onds to tho adjacent ends 
of door operating lovers ( 14 , 15, 16 ) ; 


LALAKERBITALILI 


( Compl. Specn . : 18 pagos ; 


Drgne : Nil 


01. : 206 E 

1819 
Int. C1. : G01 S 3 / 00 . 
CELLULAR TELEPHONE LOCATION SYSTEM . 

Applicant : TRUEPOSITION INC ., OF 200 GATEWAY 
TOWERS, PITTSBURGH , PENNSYT.VANIA . 15222 
UNITED STATES OF AMÉRICA , 


Characterised in that (a ) the length of slot (26A ) of 
cylinder rod clevis ( 25 ) ig mado larger than the diameter of 
pin (26 ) by at least 10nım to ensure that gap (28B ) between 
hook pin ( 28A ) and lug (4A ) romains between 0 and 3mm 
when compressed air is fed into the cylinder neither through 
inlet (43) nor through inlet (44 ), and remains between 3 and 
10mm when compressed air is fed into the cylinder through 
inlet (44 ) and is not fed into the cylinder through inlet (43); 


(b ) the contour of central levers ( 15B ) is so shaped that 
the gaps ( 19A ) between the adjoining faces of door operating 
lavors (14, 15 , 16 ) and of corresponding central levers ( 15B ) 
are substantially Omm at one end and 0 to 5mm at other end 
when the door flaps are in a closed state ; and ( C ) the dispositions 
of pin centres (P ), ( Q ), (R ) and (S ), with respect to contre 
(0 ) of corresponding shaft (5 ) and to bottom line (15D ) of 
the sill of wagons, are so made that both pin centres (P ) 
und ( S ) remain above centre ( 0 ) , pin centre ( Q ) remains 
below , and pin centre ( R ) remains above centre ( 0 ) of 
corresponding shaft ( 5 ) . 


Inventors : 

( 1) LOUIS M . STILP , 
(2 ) CURTIS A . KNIGHT. 

( 3 ) JOHN C . WEBBER . 
Application No. : 91 / Cal / 1994 filed on 14th February , 
1994 . 

Appropriate Office for Opposition Proceedings (Rule 4 . 
Patents Rules, 1972 ), Patent Ofico , Calcutta, 

14 Claims 
A cellular telephone location system for determining tho 
location of multiple mobilo cellular telephoncs, comprising : 
(a ) at least three coll sltes (12 ) oquipped to receive 

sigoals sent by multiplo mobilo cellular telophones 
cach initiating periodic signal transmissiotie over 
one of a proscribed set of reverso control channols 
wherein each of said at least three cell sites (12A, 
125 , 12c ) comprises an elevated ground -based 

antenna ( 12 - 1 ) ; 
a baseband converter (12 -3 ) operatively coupled to smid 
antonna for receiving cellular tolophone Bigalo traogmhion 
ovor a reverse control channel by said collular telephone 
and providing baseband signals derived from the cellular 
telophone signals ; 4 timing signal receiver ( 12 , 8 ) for recolv 
ing a timing signal common to all cell sites , and a sampling 
subsystem ( 12 , 4 ) operatively couplad to said timing algnal 
receiver and said baseband converter for sampling said basctand 
signal at a prescribed sampling frequency and formatting 
( 12 -5 ) the sampled signal into frames of digital data , wach 
frame comprising a prescribed number of data bits and timo 
stamp bits, said time stamp bits representing the time at 
which said cellular telephoneg signals were received ; and 

(b ) locating means central site (16 ) for automatically de 
termining the locations of said cellular tolephones by 
receiving and processing signals emitted during raid perio 
dic reverse control channel transmigsloas ; 


. 


19 


wherein 


from anomalies or other or 


said Icouting means comprises a central sito system ( 16 - 1 
thru 16 - 8 ) operativoly coupled to said collaites , els centaal 
sito system comprising : means for processing said framms 
of data from said cell site system to generate a table identi. 
fying individual cellular telephone signals and the differences 


PART IIIc, 21 THE GAZETTE OF INDIA , JULY 11, 1998 ( ASADHA 20, 1920 ) 

807 

ma 
in times of arrival of said cellular telephone signals among flush position wherein the cam rotates further and the sur 
said cell site systems; and means for determining , on the 

face cam furces the float (54 ) downward into a lower posl 

tion along the shaft ( 32); the first linkage (60 ) being connect 
busis of said times of arrival differences , the locations of the 

cd at a first location on waid cam , the second flush linkago 
cellular telephones responsible for said cellular telephone (61) bemy connected of a second lQcation on said çam , the 
signals 

T hi Evlivation means being capable of moving tho first 

Iluslı linkage (60 ), llieroby allowing the cam and float (54 ) 
(c ) database means ( 20 ) for storing location data identi to assume a short Ilush position ; and the second Activation 
fying the cellular telephones and their respective locations , 

means being capable of moving the second linkage (61) 

thereby moving the cam and float (54 ) into a long flush 
and for providing access to said database to subscribers at. position . 
remote locations. 

FIG . 1 


: 


I 


1. 


INICI 
( re 


STU 


13 


UP 


(Compl. Specn . : 13 pages; 


Drgns. : 4 Sheets ) 


Fig 


(Corpl Specn . : 42 pages; 


Drons. : 16 Shcots ) 


181534 


al. : 45 G 3 
Cat. Cl. : E 03 D 3 / 12 , 1 / 14 . 


FLUSH MECHANISM TO ALLOW THE USER OF A 
TOLET TO SELECT BETWEEN TWO DIFFERENT 
FLUSH VOLUMES . 


Cl. : 42 A 1 

181535 
Int. Cl. : A 24 D 3 / 02 . 

METHOD FOR PRODUCING FIBER SKEIN AND AN 
APPARATUS FOR CARRYING OUT THE SAME. 

Applicant : RHONE-POULENC RHODIA AKTTENGE 
SELLSCHAFT. OF ENGESSERSTRASSE 8 , D - 79108 
FREIBURG , GERMANY. 
Inventors ; 
( 1) EBERHARD TEUFEL , 
(2 ) CHRISTOPH GREINER , 

(3 ) THOMAS LEUTNER . 
Application No . : 341 / Cal/ 1994 filed on 9th May , 
1994 . 


Applicant : KOHLER CO ., OF 444 HIGHLAND DRIVE . 
KOHLER , WISCONSIN 53044, UNITED STATES OF 
AMERICA , 


Inventore : 

( 1 ) DOUGLAS ARTHUR HULL , 

(2 ) RANDY OWEN MESUN . 
Application No. : 108 / Cal/ 1994 filed on 21st February , 
1994 

Appropriate Office for Opposition Proceedings (Rulo 4 , 
Patonts Rules , 1972 ) , Patent Office , Calcutta . 


Approprlato Office for Opposition Proceedings (Rulo 
Patents Rules, 1972 ) , Patent Office , Calcutta , 


4 , 


2 Claims 


A Husk mechanism for use to permit selection between 
two different toilet tank flush cycles, the tank ( 10 ) boing of 
the type having a bottom wall ( 16 ) with an outlet opening 
( 14 ) therein and a non -buoyant flapper valvo ( 19 ) for Open 
ing and closing the outlet to control the level of fluid in 
the tapk , tho Hush mechanism comprising a shaft (32) linked 
to the flapper valve ( 19 ) ; a float (54 ) having a bore (56 ) 
receiving the shaft ( 32 ) whereby the float is slidably mounted 
on the shaft ( 32 ) for upward and downward movement, a 
float stop (59 ) disposed below the float (54 ) on the shaft 
(32 ) to limit the downward longitudinal movement of the 
finat (54 ), a first activation meana (25, 27 ) connected to a 
first flush linkage (60 ) , and a second Activation means ( 24 , 
28 ) connected to a second linkage (61 ) , characterised by a 
cam ( 40 ) pivotally connected to the shaft (32 ) above and 
adjacent to the float (54) and having a cam surface engaging 
the upper surface of the float ( 54 ) , the cam ( 40 ) being 
rotatable about its pivot between a short fugh position 
wherein the cam surface forces the float (54 ) downward but 
to a relatively high position along the shaft ( 32 ) , and a long 

2 -L147 GT /98 


21 Claims 
Method for producing a Aber skein or simultaneously 
several fiber skeins, in particular, for simultaneous producing 
of two filter skein for cigarettes and for other emokablo 
rod — shaned Articles, from one or several fiber strips. in 
particular a filter tow strip , where in said method comprising 
the following steps : 
(o ) drawing said fiber strip (s ), in particular bald Alter 

tow strip , off a supply , 
(b ) fecding said fiber strip ( e) to a subsequent treatment 

wherçin said fiber strip ( s) is stretched and fluffed , 
( c ) efter treatment, collecting said treated Aber strip ( A ) 

sa formating unit to a round fiber skein or found 
Aber skeins which lastly are provided with an on 
veloping material to form one or more continuous, 
wraored fiher skeins, in narticular filter skeins, 
characterised in that said fiber strip (s ) is at the 
heginning of said treatment subjected to a brake 
force to adiust at least the quantity of said fiber 
strip (s ) to le processed , the brake force being set 
automatically , that a characteristic value for density 
nince and draws ruisance of sail produced fiber 
skein (s ) , in particular of said Alterskein ( s ) , 19 
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detected and measured to obtain an actual value 
of said characteristic value , and that said brake 
force is control led or regulated as a function of 
tid obtained actual valuz and of I predeterinined 
desired value of said cliaracteristic value, at the 
beginning of suid treatment, before said stretching 
step , the brake force acts on said fiber strip ( s), in 
particulor ou saiel Silter 1 :10 Nipis ) . 


2046 


293 


CI. : 32 F 

181537 
Int, : Cl. : C 08 F 2 / 34 

P 01 I 12 . 02 . 
A METHOD OF POLYMERIŞING AND COPOLY 
MERISING OLEHINS IN A FLUIDISED BED REACTOR . 

Applicant : BOREALIS POLYMERS OY OF PL 
330 , 06101 POORVOO , FINLAND . 
Inventors : 

( 1 ) HENRIK ANDTSJO , 
( 2 ) JOUNI TAKAKARHU , 
( 3 ) KARI SARANTILA . 

( 4 ) JUKKA KOSKINEN 
Application No. : 803 / Cal / 1994 filed on 3rd October , 
1994 , 

Appropriate Office for Opposition Proceedings (Rulo 4 , 
Patents Rules, 1972 ) , Patent Office, Calcutta . 

4 Claims 
A method of polymerizing and copolymerizing olcfing in 
a fluidized -bed polymerization reactor in which Olefini 
monomers are polymerized in a fluidized bed formed by 
polymerizing particles containing the polymerization catalyst, 
said fluidized bed being maintained in fluidized state by 
introducing to the reactor ( 10 ) at least ono gas flow contan 
ing polymerizable monomers and optionally hydrogen , inert 
gases or a diluent gas, and said fluidized bed being stirred 
by virtue of at least one agitator means ( 21 , 22 ) which is 
attached to an essentially vertical drive shaft ( 19 , 20 ) and 
is suited for stirring a fluidized bed , characterised in that 
at least a portion of the gas flow lotroduced to the reactor 
( 10 ) is passed to the reactor via at least one flow channel 
provided to the interior of said shaft ( 20 ) and said agitator 
means (21, 22 ) . 


I worn 
termine ab 


titori 
* 21 22 2 


( Compl. Specn . : 22 pages; 


Drgns. : 8 sheets ) 


Cl. : 86 A 

181336 
Int. Cl. : 6 12 B 9 / 08 . 

A DEVICE FOR A SUSPENDED ARRANGING OF 
AN ELONGATE ARTICLE . 

Applicant : ALFRED HEER , OF TODISTR . 44 ,8344 
BARETSWII., SWITZERLAND 


Inventors : 

( 1 ) ALFRED HEER , 

( 2 ) ALFRED DUBACH . 
Application No . : 368 /Cal / 1994 filled on 
1994 . 

Appropriate Office for Opposition Proceedings 
Patents Rules , 1972 ) , Patent Office, Calcutta . 


17th 


May, 


VALLEN 


( Rulo 


4 , 


WHILE 


-TEX 


17 Claims 


AVIA 


CON 


A device for a suspended arranging of an elongate articlo , 
comprising at least onc clamping clement which faces and 
is moveable against a wall member or resting surface (21) 
in order to hold the article clamped into the interstice (23 ) 
botween the clamping jaw ( 1 ) and the said wall member 
( 21 ) duo to its dead weight, characterised in that, at least 
one clamping element comprises at least two clongate Section 
( 3 , 5 ) parallel to the resting surface wall member or 
Texting surface (21) arranged at a vertical distance from 
each other and at least one planar shaped testing area ( 4 ) 
in order to act upon one side of the articlo when clamping 
and arranging same suspended , and to urge the article 
against said wall member or resting surface and (21) at 
least one clamping clement is arranged substantially pivo 
table relative to the side wall member or supporting mem 
ber ( 11 ) and a base plate ( 17 ) . 


flg. 1 


( Compl. Specn . : 9 pages ; 


Dron . : 1 sheet) 


Cl. : 32 F 26 

181538 
Int. Cl. : C 07 D 473 /00 . 

A METHOD OF PREPARING PURINE DERIVATIVE , 

Applicant : EURO -CELTIQUE S . A ., OF 122 BOULE 
VARD DE LA PETRUSSE , LUXEMBOURG . 
Inventors : 

( 1 ) DAVID CAVALLA , 
( 2 ) PETER HOFER , 
( 3 ) ANDRE GEHRIG , 

( 4 ) PETER WINTERGEST. 
Application No. : 1506 , Cal / 1995 filed mi 23rd Novem 
her, 1995 . 

( Divided out of No. 514 / Cal / 1994 antidated 10 30-06 
1994 ) , 


( Compl. Spon . : 25 pages; 


Drgng. : 8 Shcets ) 
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o 
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Appropriate Office for Opposition Proceedings ( Rule 4 , 
Patents Rules , 1972 ) . Patent Office , Calcutta . 

15 Claims 
I. A method of preparing purine derivative of 
formula 11. 

R6a - N - Rob 


whereju Rj and Re are herein before described with an 
amine RoRo NH at a temperature of 0 to 100°C , in the 
presence of a solvent sclected from the group consisting of 
water, alcohol, hydrocarbons and halogenated hydrocarbons, 
wherein Ran And Rab are herein before described . 


(Compl. Specn . : 59 pages 


Drgo . ; 1 shect) 
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Ind . CI. : 58 D 

181539 
Int. Cl. : A 47 K 23 /02 

" A PROCESS AND APPARATUS FOR FABRICATING 
HONEYCOMB STRUCTURE SUITABLE FOR USE AS A 
WINDOW COVERING " . 

Applicant : HUNTER DOUGLAS INTERNATIONAL 
N . V ., OF KAYA FLAMBOYAN 22 , WILLEMSTAD , 
CURACAO NETHERLANDS ANTILLES . 
Inventor : WILLIAM VELTE GOODHUE . 

Application No. : 1598 / Cal / 1995 filed on 7th December , 
1995 . 

( Divided out of No. : 644 / Cal /91 antidated to 30- 08 -91 ) . 

Appropriate office for opposition proceedings (Rule 4 , 
Patents Rules 1972 ) , Patent Office , Calcutta . 


20 Cluims 


wherin 
R $, Roa and Roh are the same or different and 
each represent H or a Ci s alkyl which is un 
branched or branched and unsubstituted or subs 
tituted with OH , alkoxy, halogen , = NOH , 
- NOCONH2, or = 0 ; Cz — g cycloalkyl which is 
unsubstituted or substituted with OH , alkoxy, 
halogen , = NOH , = NOCONH2, or -- O ; C o 
cycloalkylalkyl wherсin the cycloalkyl portion 
is unsubstituted or substituted with OH , alkoxy , 
halogen , NONI , = NOCONH2, or – O ; aryl 
which is unsubstituted or substituted with halogen , 
NH2, alkylamino , dialkylamino , optionally subs 
tituted carbamyl, OH , Cyn --Co alkoxy , C3- C8 , 
cycloalkoxy , C = NOH , C = NOCONH2, C , C8 
alkyl, phenyl or benzyl; aralkyl (C1- 4), hetero 
cyclyl; heterocyclylaklkyl (C1- C4) ; heteroarlyl; 
and heteroaralkyl (C1- - 4) ; 
Rob represents a H or Roa, or together Rob, N , 
and Rag make a CzCg ring containing from one 
to throc nitrogen atoms, from zero to two oxygen 
atoms, from zero to two sulfur atoms, alkoxy , 
CO2H , CONH2, = NOH , NOCONH2, -- O); 
and where aryl is phenyl or naphthyl, the hetero 
cyclyl is a 5 , 6 or 7 membered ring including 
from one to three nitrogen atoms, and from zero 
to two oxygen atoms, from zero to two sullur 
atoms, and can be substituted as in aryl on the 
carbons or nitrogens of that ring ; or a pharma 
ceutically acceptable salt thereof comprising re 
acting the corresponding 2 , 6 – dithio -xanthine de 
rivatives of formula (111) ; 


A process for fabricating a honeycomb structure suitable 
for use as a window covering, comprising the steps of : 

fooling at least first and second webs of flexible sheet 
material in a downstrcumi direction ; 

feeding between the first and second webs a plurality of 
spaced apart strips of flexible sheet material; 

applying lines of adhesive to the webs or the stripe ; 

bringing the first and second webs and strips into just a 
position ; 

applying pressure or beat to cause the adhesive lines to 
adhere the individual strips to both the first and socond 
webs ; and 

collecting the structure resulting from the step of applying 
pressure or heat, 


112 


20 


vot 


(Compl. Specn. : 29 pages; 


Drgns. : 6 sheets ) 
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Ind. Cl. : 55 E2, 32 F 2a 

181340 
Int. Cl. : A 61 K 31 / 205, C07 C 73 / 14 

" A METHOD OF PREPARING THE ENANTIOMERS 
OF O -DEMETHYL TRAMADOL" . 

Applicant : GRUNENTHAL GMBH , OF STABSSTELLE 
PATENTE , ZIEGLERSTRASSE 6 , D - 52078 AACHEN , 
GERMANY , 
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Ind . Cl. : 139 A 

581542 
1. DR , HELMUT BUSCHMANN 

Int. Cl. : C09C 1 /48 
2 . PROF . DR . WERNER WINTER 
3 . DR . IVARS GRAUDUMS 

"DECOMPOSITION REACTOR AND A METHOD FOR 

TRODUCING CARBON BLACK " . 
4 . PETER JANSEN 
5. PROF . DR . WOI.FGANG WERNER ALFRED 

Applicant : KVAERNER ENGINEERING A . S ., A NOR 
STRASSBURGER 

WEGIAN COMPANY, OF PROF. KOHTSVEIS, N - 1324 

LYSAKER NORWAY . 
Application No . : 46 /Cal / 1997 filed on 9th January , 
1997 . 

Inyontoro : 
(Convention No. i 1960174 .1.0 on 19 - 1- 96 in Germany ). 

1. STEINAR LYNUM 

2 . KETIL HOX 
Appropriate ullive lon opposition proceulinus Ruje it , 

3. NILS MYKLEBUST 
Patent Rule 1972 ) Patent Office Calcutta , 

Application No. : 238 /Mas / 93 filed on 2nd April, 1993. 
4 Claims 

Appropriate office for Opposition proceedings (Rule 4 , 

Patenty Rules, 1972 ) Patent Office , Chennai Branch . 
A method of preparing the enantiomer os D - denethyltril 
madol, characterised in that a racemic tramadol salt is con 
vorted into the base , the ( - ) - tramadol cnantiomer is separated 

8 Claims 
from the racemic frce base solution by precipitation with 
L - ( + ) -tartaric acid which is used in the presence of an 

A decomposition reactor for installation with a thermal 
organic solvent such as herein described and after releasing decomposition chamber such as a plasma torch ( 2 ) for 
the basc is converted into the ( - ) enantiomer of O demethyl 

decomposing hydrocarbong to produce carbon black with 
tramadol with diisobutylaluminium hydride, and the ( + ) delincd physical properties , the said decomposition reactor 
- enantiomes of O -demethyl tramadol is prepared from the ( 1 ) comprising an insulated reactor chamber provided with 
mother liquor from turtitric acid precipitation by releasing inlet mcans for supply of gases from the said thermal de 
tho tramadol base and reaction with diisolutyluluminium composition chamber , the walls of the said reactor being 
hydrido optionally before the reaciion with diisobutylalumi provided with supply channels ( 4 ) for introducing hydro 
nium hydride , the corresponding cnantiomer of the tramadol carbon yases, the wid supply channels ( 4 ) having a plurality 
base is converted into a sall different from tal tratc, pretçi 

of entry points to the rcactor , and temperature control means 
ably into the hydrochloride, from which the base in subse 

for regulating the lemperature of the incoming gases to 
quently released . 

1000°C to 2000°C at the upperregion of the reactor and 

lo temperatures bolow 1000 " at entry points further down . 
(Compl. Specn . : 15 pages ; 

Dryns, : Nil ) 


Ind . Cl. ; 101 

181541 
Int. C : BOLJ 23 /40 , 37 /00 

A PROCESS FOR PREPARING A CATALYST CON 
TAINING A GROUP VII METAI, AND A GROUP WA 
METAL . 

Applicant : INSTITUT FRANCAIS DU PETROLE , A 
FRENCH BODY CORPORATE , OF 4 AVENUE DE BOIS 
PREAU 92502 RUEIL MAIMAISON , FRANCE , 
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Inventors : 

1. SARRAZIN PATRICK 

2. BOITIAUX JEAN PAUL 
Appliqition No. : 218 /Mas / 1993 filed on 29th March , 
1993. 

Appropriate office for opposition proceedings (Rule 1 , 
Patents Rules , 1972 ) Patent Office, Chennai Branch 


( Com , ; 12 pages; 


Drwys. : 1 sheet ) 


10 Claims 


181543 


Ind . Cl. : 24 B 
Int. CI. : F 16 D 65 / 00 

PAD ASSEMBLY FOR A DISC BRAKE ” . 


Applicant : LUCAS INDUSTRIES PUBLIC LIMITED 
COMPANY OF BRUETON HOUSĘ , NEW ROAD , SOLI 
HULI, WEST MIDLANDS, B 91 3TX ENGLAND , A 
BRITISH COMPANY. 


A process for preparing a catalyst incorporating at least 
one group VU metal and at least one group IIIA metal 
chosen from among gallium and indium , said process con 
prising the steps of : 

( a ) impregnation of the support with a solution of it 
group IITA compound, the metal concentration of the group 
ILIA compound boing chosen in such a way thut the group 
INTA melal quantity fixed is between 0 .01 and 10 hy 
weight, 

( b ) impregnation of the product obtained with a solurion 
of a group VIJI compound , the metal concentration being 
chosen in such a way that the quantity of group VIL nctul 
fixed is between 0 .01 and 10 % by weight , 

(c ) culcination of the product obtained at helweca 110 
and 600 C . 


Inventor ; 

1, ANTHONY JOHN WILLIAMS 
Application No. : 244 /Mas /93 filed on 61) April, 1993 . 

( Convention date : 10-04 - 1992; No. 9207985.4 ; United 
Kingdoin ). 


Appropriate oftice for opposition proceodings (Rulo 4 , 
Patents Rules, 1972 ) Patent Office , Chennai Branch . 


( Compl. Spccu . i 18 pages; 


Drvg. : Nil ) 
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12 Claims 


15 


16 


! Do 


71 BY BOB 


A disc Brake component in the form of a friction pad 
assembly or a force distribution member for such isscmbly 
comprising & rigid plute (2A , SA ) an elongate spring device 
( 12 ) , ind an abulment ( 14 ) on the component uninging 

Hrat surface of the spring device , portions of the spring 
device extending respectively to either side of the abutment 
along the component and having surfaces ( 164 , 16B ) onnosed 
to thc first surface engaging respective facing surface parts 
of the component, the spring device being retained on the 
component in a normally inseparable manner , prior to ins 
tallation of the component in a brake, hy co -aciton with the 
abutmæt and component surface party. 


- 


- 


-- 


( Com , : 13 pages ; 


Drwgs. : 2 sheets ) 


Ind. Cl. : 13 A 


191544 


Int. C1.1 : A 47 L 9 / 10 ; 9 / 14. 


DUST FILTER BAG FOR A VACUUM CLEANER . 

Applicant : VORWERK & CO ., INTERHOLDING GmbH ., 
OF MUHLENWEG 17 — 37 , D 5600 WUPPERTAL 2 , GER 
MANY , A GERMAN COMPANY . 


( Com . 18 pages ; 


Drwg9. 13 Shçets ) . 


Inventors ; 
- 1. DR . RALF SAUER ., GERMANY. 

2 . STEFAN KRAUT -REINKOBER ., GERMANY . 
3. LUDGER HELMES ., GERMANY. 
4 . WERNER HOYER ., GERMANY . 


181545 


Ind. Cl. : 50 C . 
Int. C1 ; F 25 C 1700), 


AN IMPROVED APPARATUS AND METHOD FOR 
MAKING ICE . 


Application No. 248 /MAS / 93 filed on 6th April 1993 . 


Appropriate office for the opposition proceedings ( Rule 4 , 
Patents Rules , 1972 ) , Patent Office , Chennai Branch . 


Applicant : RAJAGOPAL RAMESH AND RAMESH 
JYOTHŞNA NO . 8 , 4TH CROSS STREET , ORMES ROAD , 
KILPAUK , MADRAS 600 010 , BOTH INDIAN CITIZENS. 


Inventor : RASAGOPAL RAMESH , RAMESH JYOTHS 
NA , BOTH INDIA . 


Application No. 271 /MAS/ 93 filled on 22nd April 1993 . 


Appropriule office for the opposition proceedings (Rule 4 , 
Patents Rules , 1972 ) , Patent Ofice, Chennai Branch . 


6 Claims 
! A dust filter bag for a vacuum cleaner, having a mounting 

plate ( 1 ) consisting of cardboard plus paper material and 
an opaning ( 9 ) closed by a soal for a suction hose of a 
vacuum cloaner , the opening (9 ) being arranged to be sealed 
from the outside using a soparate sealing flap ( 10 ) which 
has an insertablo region , characterized in that the cardboard 
plus paper material in the region of the opening ( 9 ) is in 
threo -ply form (layers a , b , and c ) and in the remaining 
region of the mounting plate is in at least two-ply form , a 
rubbor ring soal ( 1 ) being gripped between two layers , the 
second and thild layers (b , c ) . 


19 Claims 


Au improved apparatus for making ice comprising at loast 
one thermally insulted receptacle for the water to be frozen 
characterised in that the recoptacle is provided with at least 
one heat exchanger plate with a tapered extornal profilo 
fixodly mounted on the walls of the said receptacle , points 
of contact of the said heat exchanger plates with walls of 
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the receptacle being thermally insulatod , means for regulated Ind . C1. : 50 C 

181547 
supply of refrigerant to the said heat exchanger plates, the 
said receptacle being provided with means for supplying 

Int. Cl. ; F 25 C 1 /00 
water therato and means for removing the ice formod 

AN IMPROVED APPARATUS AND METHOD POR 
therefrom . 

MAKING ICE . 

Applicant : RAJAGOPAL RAMESH AND RAMESH 
JYOTHSNA OH NO . 8 , 4TH CROSS STREET , ORMES 
ROAD , KILPAUK , MADRAS- 600 010 . BOTH INDIAN 
CITIZENS, 

Inventors : 1. RAJAGOPAL RAMESH , 2 . RAMESH 
JYOTHSNA . 

Application No. 289 /MAS /93 filed on 27th April, 1993. 

Appropriate office for thọ opposition proceedings (Rulo 4 , 
Patents Rules, 1972 ), Patent Office, Chennai Branch , 


L.LVIK 


X2 


14 Claims 


N 


- 


OUT 


An improved apparatus for making ice comprising & 
thermally insulated housing , having fixodly mounted thereon 
characterised in that at least one heat oxchanger plato con 
nocted to a regulated source of supply of refrigerant, the 
said heat exchanger plates being rectangular in shape having 
its base and two vertical sides thermally insulatod , tho 
thermal insulation provided on the vertical sides is inclined 
to give a taper to the said heat exchanger , each hoat 
exchanger being provided with a passage for the flow of 
refrigerant therethrough , such that, the top surface of the 
heat exchanger plate is spaced away and distanced from 
the said passage , the said housing having inlet and outlet 
means for supplying water to be frozen and for removing 
ice formed therefrom . 


( Com . 16 Pages ; 


Drwgs. 2 Sheets ) . 
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181546 
Int. CI. : B 65 H 34 / 00. 

AN APPARATUS FOR WINDING UP A YARN ON 
AN UNDERWINDING ZONE OF A SPINDLE . 


11 


Applicant : MASCHINENFABRIK RIETER AG A SWISS 
BODY CORPORATE ORGANISED UNDER THE LAWS 
OF SWITZERLAND OF CH -8406 WINTERTHUR 
SWITZERLAND . 


Inventors : 1. WOLF HORST , 2. WELTI PAUL . 
Application No. 272 /MAS. 93 filed on 22nd April 1993. 

Appropriate office for the opposition proceedings (Rule 4, 
Patents kuley, 1972 ), Patent Office , Chennai Branch . 


10 Claims 


(Com . 13 Pages; 


Drwgs. 3 Shoets ). 


An apparatus for winding up a yarn ( 4 ) in an under 
winding zonc of a spindle ( 1 ) with profilings in a spinning 
position , especially in a ring spinning machine, characterised 
in that the profilings form a plurality of edges ( 13 ) on 
engaging teeth ( 8 , 9 ) situated on an upper crown ( 14 ) with 
teeth ( 8 ) and a bottom crown ( 15 ) with teeth ( 9 ) . 


Ind . Cl. : 129 -G 


181548 


Int. C1: : B 25 G 3 / 20 , 


1 / 2 


" 14 
22 . IL 


CLAMPING ARRANGEMENT FOR CONNECTING TOOL 
HEAD AND TOOL HOLDER IN MACHINE TOOLS . 


71 


Applicant : KRUPP WIDIA GmbH MUNCHENER 
STRASSE 90 , D4300 ESSEN 1 , WEST GERMANY AN 
ORGANISATION DULY CONSTITUTED AND EXIST 
ING UNDER THE LAWS OF WEST GERMANY . 


Inventors : 1. RAINER VON HAAS 2. WILLI JESTER . 


Application No. 303 /MAS / 93 filed on 5th May, 1993 . 


Appropriate office for the opposition proccedings (Rulc 4, 
Patents Rules, 1972 ), Patent Office , Chennai Branch . 


( Com . 12 Pages ; 


Drwgs. 2 Sheets ) . 
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8 Claims 
Clamping arrangenient for connecting tool head ( 11) and 
tooi holder ( 10 ) in machine tools haviny an exchangeable 
icol head lil ) , provided with stylindrical oí 31 lei 
partially tapcsed seatuy boss 115 ) interactine with a cos 
responding tang 113 ) , whier by the tool holder 110 ) and the 
tool head ( 11 ) are clamped by a clamping shaft ( 17 ) 
rotatable around its longitudinal axis ( 46 ) , characterised in 
that the clamping shuft ( 17 ) in the clamped condition is 
blocked by ! direction -commuted collpling ( 31 to 38 ) ( as 
backward movement suppressor ) in the rotary direction 
necessary for loosening, and in that the coupling (31 to 38 ) 
are unlocked / frced by loosening the tool head ( 11 ) from 
the clamped state by means of a movable machine clement 
( 39 ) . 


3 , 


33 


Applicant : LPG EQUIPMENT RESEARCH CENTRE , 
OPPOSITE INDIAN OIL ( PG BOTTUNG PLANT, WHITE 
FIELD ROAD , DOORVANINAGAR POST , BANGALORE. 
560 016 , KARNATAKA STATE , INDI4 411 INDIAN OR 
GANISATION 
Tuventors 

( 1 ) SHIVAKUMAR SIIANKAR . 
( 2 ) DHARMENDRA TIWARI. 
( 3 ) RANGARAO SRINIVASA MURTHY VENKA 

TESHA MURTUY. 
Application No. 333 /Mas /93 filed on 17th May , 1993. 

Appropriate office for Opposition Proceedings (Rule 4 , 
Patents Rules , 1972 ) , Patent Office , Chennai Branch . 

17 Claims 
A device for checking leakage of gas from pressure vessels , 
more particularly for checking loakage of gas from the valve 
and / or O ring in an LPG cylinder comprising a main body 
( 4 ) having coaxially housed therein an inner body ( 16 ) , said 
inner body being provided with a piston assembly (6 ) con 
nected to a piston rod ( 2 ) and an operating handle ( 1 ) , tho 
top and bottom ends of both the inner housing and the outer 
body being provided with respective closure members thereby 
forming an annular space (26 ) between the inner wall of the 
outer body and the outer wall of the inner body, the top 
closure ( 3 ) being provided with passage ( 3b ) for the said 
piston rod , the bottom closure ( 7 ) being provided with a first 
passage ( 22 ) from the bottom end to the top end of the 
said closure for passage of gas and a second passago ( 21) 
froin the top end to the bottom end of the closure for 
passage of air from within the said inner body, the said 
bottom closure being provided with a stub member ( 9 ) 64 
cured to the bottom surfaco of the bottom member by nieans 
of a collar ( 10 ) , an outer housing ( 8 ) provided surrounding 
the said collar and a part of the bottom closure and wherein 
tho said first passage and tho said second pansage in the 
bottom closure aro provided with corresponding first ( 23 ) and 
second paysages ( 24 ) in the said stub member in continuity 
of tho said first two passages, and wherein the top end of the 
said first passage in the bottom closuro is provided with a 
12A escape tubular extension ( 5 ) within the said annular 
space, 


( Com . 15 Pages ; 


Drwgs. 6 Sheets ). 


Ind, Cl. : 129 P , 129 - G 

181549 
Int. C1. : B23 B 27 / 14 

AN INSERT FOR MACHINING OPERATIONS, 

Applicant : KRUPP WIDIA GmbH , MUNCHENER 
STRASSE , 90 , D4300 ESSEN 1 , WEST GERMANY , AN 
ORGANISATION DULY CONSTITUTED AND EXIST 
ING UNDER THE LAWS OF WEST GERMANY. 

Inventors 1 1 . DR . WOLFGANG HINTZE , 2 . DIETER 
RUPIETTA . 

Applicalion No. : 331 /MAS/ 93 filed on 14th May , 1993 . 

Appropriate office for Opposition Procecdings ( Rule 4 , 
Patents Rules, 1972 ) , Patent Offico , Chennai Branch . 

17 Claims 
An insert for machining operations, having edgeless faces 
(21, 22 ) and wavy in the direction of the edge ( 25 ) charac 
terisod in that the bordering flank ( 24 ) is wavelike whereby 
the wave crest cogs, perpendicular to the cutting edge (23 ) 
and parallel to cach other are tangential to the plane ( 27 ) 
that runs through the joints cornor points (23 ) and is per 
pendicular to the planc formed by all the cutting edges ( 23 ) . 
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Drwgs. 8 Sheets ) . 
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Ind . C1. : 6 B 1 & 6 B 2 

181550 
Int. CI. : G 01 M 3 / 00 

A DEVICE FOR CHECKING LEAKAGE OF GAS FROM 
PRESSURE VESSELS . 


Fig 1 
Drwgs. : 3 Sheets) 
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131531 Appropriate Office for Oppositions Proceedings (Rule 4 , 
Ind . Cl. : 2 B 2. B 1 

Patents Riley, 1972 ), Patent Office , Chennai Branch . 
Lut! ( 14 ; A 17 F 100 : 4, 00 

10 Chains 
A DEVICE FOR HOTISING AND DISPLAYIN A PLU 

An apparalls for separating liquid contained in liquid 
: RALITY OF FIKST ITEMS AUTO A PLURALITY OF 

gas mixture comprising a pipe section ( 1 ) having an inlet 
SECOND TIEMS, 

connectuble to an upstream part ( 2 ) of a liquid / gas supply 
Applicant : WM . WRIGLEY JR . COMPANY , A CORPO pipo and on outlet, connectable to it downstream part ( 3 ) of 
RATION ORGANIZED AND EXISTING UNDER THE 

the supply pipe ; the pipe section containing at least two drains, 
LAWS OF THE STATE OF DELAWARE . USA , OF 410 

a first drain ( 8 ) for draining liquid which has undergone 
NORTH MICHIGAN AVENUE, CHICAGO , ILLINOIS preliminary separation ; a plurality of fixed vanes ( 15 , 16 ) 
60611, USA . 

downstream of the first drain arranged , to swirl the liquid / 

gag mixture to cause further separation and a second orain 
Inventorg : 

( 9 ) downstream of the vands to separate the liquid which has 

undergono the further separation ; wherein , the gas which is 
( 1 ) JAMES DURISH . 

froe of liquid leaves separator through the outlet. 
( 2 ) STEVEN BERKHEIMER . 
Application No. 363/Mas / 93 filed 25th May 1993. 

Appropriate Office for Oppositions Proceedings ( Rulo 4 , 
Patents Rules , 1972 ) , Patent Omice, Chennai Branth . 


$ 


pot 


19 Claims 
A device for housing and displaying plurality of first items 
And a plurality of second items, the first and second items 
having a different shape oomprising; 

a plyrality of sidewalls defining a body having an interior, 
each sidewall having an opening near it base for lispensing 
at least one of the first items or the second items; and 
La plurality of walls within the interior defining at least 
two distinct areas within the body for separately housing the 
plurality of first items and plurality of second items, the areas 
terminating at openings in the sidewalls. 


(Comp. Specn . : 10 Peres; 


Drwg. : 5 Sheets ) 
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Ind . Cl. : D4F 
Int. C1.1 : F 16 D 55 /00 


AN ACTUATING DEVICE WITH AUTOMATIC RE 
ADJUSTMENT ON DISC BRAKES ESPECIALLY FOR 
TRUCKS AND BUSES . 


Applicant : LUCAS INDUSTRIES PUBLIC LIMITED 
COMPANY , A BRITISH COMPANY , OF BRUETON 
HOUSE . NEW ROAD , SHOLIHULL , WEST MIDLANDS , 
B91 3TX , ENGLAND . 


se 
to 


Inventor : 

( 1 ) WILFRIED GIERING . 
( 2 ) FRANZ -HELMUT HOLL . 

BOTH ARE GERMAN NATIONAL . 
Application No. 419 /Mas / 93 filed on 18th June, 1993 . 

Appropriate Office for Oppositions Proceedings (Rule 4 , 
Patents Rules, 1972 ) , Patent Office , Chennai Brancb . 


II 
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de doming 
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20 
( Com . : 16 Pages; 


10 Claims 


Drwge. : 2 Sheets ) 


An actuating device with automatic readjustment o disc 
brakes, cspecially for trucks and buses , comprising 

-- a casing ( 30 ) which is disposed axially boside a brake 

disc ( 10 ) in huih -jn position , 


- - 1 Arst threaded member ( 58 ) which is supported in 

the casing ( 30 ) for rotation about a screw axis ( C ; 
C ; ("" ) in parallel with the axis ( A ) of the bruke disc 
( 10 ) , 


Ind . al. : 37 B 

181552 
Int. C1,4 : B01 D 45 / 16 

AN APPARATUS FOR SEPARATING LIQUID CON 
TAINED IN A LIQUI GAS MIXTURE . 

Applicant : MERPRO AZGAZ LIMITED , BRENT AVE 
NUE, FORTTES ROAD INDUSTRIAL ESTATE , MONT 
ROSE , ANGUS, SCOTLAND DD 10 9JA , UNITED KING 
DOM , A COMPANY ORGANISED UNDER THE LAWS OF 
UNITED KINGDOM . 
| Inventor : ( 1 ) ENVER A . ABDULLAYEV . 
Application No. 371 /M25 / 93 filed on 31st May, 1993. 

Convention dated : 2nd June , 199 ? : No. 9211663 1 . United 
Kingdom 


- - a second thrcaded member (66 ) which is fixed agajnst 

rolation and connected to the first threaded member 
( 58 ) by a readjustment thread pair (68 ) so tbat the 
two threaded members ( 58, 66 ) together form a logi 
Porclinally adjustable tenned for exeiting an actuating 
force on a brak , pad ( 22 ) , 


a rotary member (42 ) which is rotatable about an 
axis of rotation ( b ) of its own for axłally displacing 
the tappet by means of an actuator member ( 38 ) , and 


- 


- 


- 


- 


PART III. SEC . 2] THE GAZEITE OF INDIA , JULY 11, 1998 (ASADHA 20, 1920 ) 

815 
- - - - 
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- a gear connection between the rotary member ( 42 ) soction from an adjacent side member for positioning tho top 

and the first threaded member (58 ), comprising a section parallel to the adjacent side member for positioning thu 
coupling arrangement ( 90 ) which transmits a limited top section parallel to the adjacent side member with the one 
torque for readjustment of the brake pud mentioned , side section positioned across the open end and retain the cir 
characterized in that 

cuit board within the carton by rotation of the other sido section 

thereabout and a closed end opposite the open end with one 
- the axis of rotation ( B ) of the rotary member (42 ) 

side member formed with a center tab and the uthor sido 
is disposed at least approximately parallel to the brake member formed with three panels opposito the center tab 
disc ( 10 ) , und 

wherein a first panel is formed at right angle with respect to 

both side members with a middle panel inserted into the car 
- the gear connection between the rotary member (42 ) 
and the first threaded member ( 58 ) comprises an 

ton and positioned parallel and adjacent the one side member 

and whertin a third panel having width greater than tho 
angular driva 

other panels being formed at an acute angle with respect to 
the middle panel to extend into the space between the sido 
members and wherein a center slot is formed in a perforated 
line separating the first panel from the middle panel to re 
ceive the center tab with the third panel positioned 10 engago 
and position A circuit board inserted into the carton and 
thereby prevent movement thereof , 
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181353 


Ind . Cl. : 172 D 4 
Int. C1.4 : D 02 H 1 / 02 


" A SPINNING MACHINE OR DOUBLING FRAME 
WITH A LARGER NUMBER OF SPINNING POSI 
TIONS." 


Ind . Cl. : 23 G & 13 C 

181554 
Int. Cl. : B 65 D 05 / 50 

A CIRCUIT BOARD SHIPPING CARTON . 
Applicant : AT & T CORP ., OF 32 AVENUE , OF THE 
MERICAS , NEW YORK 10013 , U . S . A ., A US CORPO 
RATION . 
Inventors : 

| ( 1) ROGER LEE 
Application No. 432 /Mas / 93 filed 23rd June, 1993 . 
Convention dated 21st July 1992; No. 20446 / 92 ; Australia . 

Appropriate Office for Oppositions Proceedings Rule 4 , 
Patente Rula , 1972 ), Patent Office , Chennai Branch . 


Applicant ; MASCHINENFABRIK RIETER AG A BODY 
CORPORATE ORGANISED UNDER THE LAWS OF 
SWITZERLAND , OF CH -8406 , WINTERTHUR , SWITZER 
LAND 


Inventors : 

( 1 ) LATTION ANDRE. 
Application No. 433 /Mas / 93 filed on 24th June, 1993 . 

Appropriate Office for Oppositions Proceedings (Rule 4 , 
Patents Rulcs , 1972 ) , Patent Office, Chennai Branch . 


5 Claims 


7 Claims 


A circuit board shipping carton comprising a pair of paral 
bad side members separated by top and bottom members for 
receiving a circuit board characterised in that segment across 
the top and extending down the side members to have three 
octions with a top and one side section adjacent the top scc 
tlon having identical widths and with tho other side section 
width and formed with a creasc line separating the other side 

3-_- 147 GI /98 


A spinning machine or doubling frame with a larger number 
of spinning positions ( 10 ) located adjacent to ofic asiother 
and with a yarn guiding rail ( 15 ) extending alongside the 
spinning positions ( 10 ) , characterized in that the yarn guiding 
rajl is provided with at least one parting plane ( 13 ) disposed 
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. . . - = 
parallel to 4 row of spinning positions ( 10 ) , and in that Ind . Cl. : 56 A 

181357 
part of tho yana guiding rail ( 13 ) comprises recesses ( 144 ) 
opored at distance , over its length , and that the other part 

Int. Cl. 1 : BOI D 3 / 32 
with projections ( 162 ) engages in the l ecesses ( 144 ) . 
2015 

MASS TRANSFER ELEMENT. 

Applicant : NORTON CHEMICAL PROCESS PRODUCTS 

CORPORATION , 3855, FISHCREEK ROAD , STOW , OHIO 
-165 

44224 , U . S . A . US COMPANY . 


- 


- 


- 


- 


- 


- 


- 


Inventors : 

( 1 ) HASSAN S . NIKNAFS. 

( 2 ) HENRY G . LEX , JR . 
Application No. 456 /Mas / 93 -.filed on 6th July , 1993. 

Appropriate Office for Oppositions Procoodings ( Rulo 4 , 
Patents Rules, 1972 ) , Patent Office, Chennai Branch . 


13 166 


7 Clams 


Wi Fig.2 


A mass transfer element having tubular structure in which 
the tube wall has been inwardly doformod at oppogod ends of 
mutually perpendicular diameters to provido a cros - section 
with four external lobes. 


( Com : 9 Pagos ; 


Drwgs. ; 1 Shoot ) 


- 


- 


FIG . 1 


Ind . a : 136 E 

181556 
Lat. C1.4 : B 29 C 47 / 12 

EXTRUSION DIB ASSEMBLY . 

Applicant : SOCIETE DES PRODUITS NESTLE S . A ., A 
SWKS BODY CORPORATE OF VEVBY SWITZERLAND 
Inventor : 

( 1) ROGER D . JOHNSON . 
Applicativa No . 447/MAS/93 iled on 29th June, 1993 . 

Appropriato Cillc . tor Oppositions Proceedings ( Rule 4 , 
Patanto kulea , 1972 ) , Patent Office , Chennai Branch . 

10 Claims 
A multi - faced extrusion die assembly comprising a block 
having a planar back face securablo to the dischargo end of 
an oxtrudor, a plurality of dio facos romote from said beck 
taco on oppoging sides of tho axial contorline of the block , 
a dio plato havlog at least one die orifice extending there 
through mounted on cach dio faco , said block having on inlet 
duct in the planar back face to receive thermoplastic material 
discharged from the oxtruder, and a plurality of axlally diverg 
ing outlet ducta , cach outlet duct being in communicarion 
with said inlet duot and a die orificc in one of the die facos, 
and divercion value means rotatably mounted in the block 
at the convergence of the inlet duct and the outlet ducts , 
sald , valve moans having an angled passago oxtonding there 
through , tho diversion valve moans being rotatable such that 
the Inlot duct is connectablo to any one of the outlet ducts 
through the Anglod passage. 


( Com . : 11 Pages; 


" Drwgo, : 2 Sbosts ) 


Ind , Cl. . 172 D 3 

181550 
Int. CH4 : DOH 7 ,04. 

A SPINDLE FOR A RING SPINNING OR RING TWIS 
TING MACHINE. 


Applicant : MASCHINENFABRIK RIETER AG ., A BODY 
CORPORATE ORGANISED UNDER THE LAWS OP 
SWITZERLAND , OF CH - 8406 , WINTERTHUR , SWITZER 
LAND . 


w 


Inventor s : 

1. DR . STALDER HERBERT. 

2 . SIMMLER URS. 
Application No. 458 /Mas /93 filed op 6th July 1993. 

Appropriate Office for Opposition Proceedings ( Rulo 4 , 
Patents Rules . 1972 . Patent Office, Chennai Branch . 


ties. 


** 


9 Claims 


] 


M. 


190 


LYN. 


A spindle ( 10 ) for a ring spinning or ilog twisting machine 
which carries a tubo ( 12 ) during the spinning procou , with 
a tube coupler ( 24 ) in the spindle shaft ( 14 ) of tho spindlo 

( 10 ) , with tho tubo coupler consisting of an elastically dotor 
mable body ( 28 ) which is radially displaceable in tho spindlo 
shaft ( 14 ) , characterized in that an additional mass ( 34 , 
35, 36 ) is seated in the spindlo shaft in addition to the 


( Com . ; 13 Pagos; 


Drwgs. : 2 Sheets ) 
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atastically deformable body ( 28 ) , the said additional mass 
bolng positioned radially displaceable for it to come to rest 
directly or indirectly inwardly on the tube ( 12 ) under the 
influonco of the centrifugal force when the spindle l otates , 


Applicant : THE SOUTH INDIA TEXTILE RESEARCH 
ASSOCIATION , A SOCIETY REGISTERED UNDER THE 
SOCIETIES REGISTRATION ACT, 1860, OF COIMBA 
TORE AERODROME POST , COIMBATORE-641 014 , 
TAMIL NADU & M /6 . MILLTEX ENGINEERS ( P ) LTD ., 
OF 8 / 57 SUNDARESA IYER LAYOUT, TRICHY ROAD , 
COIMBATORE -641 018 , INDIA . 


11 


! 


! 


95 


Tuvenlors : 

1 . TARAKA VEDAMURTHY RATNAM 
2 . INDRA DORAISWAMY 
3 . PERUMAL CHELLAMANI 
4 : ARAMVALARTHANATHAN KANTHIMATHINA 
· TITAN 

5 . ARUMUGAM SHANMUGHA SUNDARAM . 
Applicution No. 485 /Mas, 93 filed on 13th July , 1993. 
Appropriate Office for Opposition Proceedings (Ruto 4, 
Patents Rules , 1972 ) , Patent Office , Chennai Branch . 


+ 29 


19 Claims 


( Com . 11 pagos; 


Drwgs . 2 shoots ) 


An improved cutting machino for cutting Abro comprising 
supply means for supplying fibre, transferring means for 
transferring the said fibre to delivery meang for delivering 
tho said fibre to a feed plate , cutting meang consisting at 
least, of one fixed blade and one beater, moute to provont 
recycling of the fibre to the cutting mcans provided in clan 
proximity will that said beater and collecting moans for col 
lecting the cut fibie . 


oceod 


Ind . Cl. : 132 C, D (3 ). 

181359 
Int. C1. ; B 01 F 9 /00 , 3 /00 . 

DISG SHAPED MIXING TOOL . 

Applicatit : PPV VERWALTUNGS AG , OF FROBELS 
TRASSE 33 CH - 8032 ZURICH , SWITZERLAND , A SWISS 
COMPANY 

Inventor ; GUNTER POSCHL. 
Application No . 483 ,Mas / 93 filed on 15th July, 1993. 
Appropriate Office for Opposition Proceedings ( Rulo 4 , 
Patents Rules, 1972 ) , Patent Office, Chennai Branch , 

11 Claims 
A disc- shaped mixing tool (11) having an upper side (13 ) 
and a lower side ( 15 ) , being rotatable around a central axis 
( Z ) and having several axial through bores ( 17 ) , with at 
least one of the two sides ( 13 , 15 ) of the disc being convex, 
characterized in that the peripheral edra ( 19 ) of the disc is 
knife -sharp , and that each boro ( 17 ) is , conically hevelled at 
its upper sido ( 13 ) and at its lower side ( 15 ) , wih airfuil 
profits being formed between the bores ( 17 ) and the peripheral 
edge ( 19 ) in a wadial direction and between adjacent boren 
( 17 ) in a poripheral direction . 


( Com . 13 pages: 


Drwm . 01 sheet.) 


Ind. Cl. : 40 B . 

181561 
Int. Cl. . C 08 F 4 / 42 . 

A PROCESS FOR THE PREPARATION OF SPILBRICAL 
CATALYST COMPONENT FOR THE POLYMERIZATION 
OF OLEFINS. 

Applicants : MONTELL TECHNOLOGY COMPANY BV .. 
OF HOEKSTEEN 66 , 2132 MS HOOFDDORP , THE 
NETHERLANDS, A DUTCH COMPANY . 
- Inventors : 

1. MARIO SACCHETTI, 

2 . ILLARO CUFFIANI. 
Application for Patent No. 721/ Cal/ 93 Aled on 24th Nov ., 


1993. 


IVISS 


Opmpl, Spon, 13 pages ; 


Drgas, 3 sheets ) 


Appropriate Office for Opposition Proceedings (Rulo 4 , 
Patents Rules, 1972 ) , Patent Onco , Calcutta . 

11 Claims 
Process for the preparation of spherical catalyst component 
for the polymerisation of olefins CHY _ CHR , whorein R 1 
hydrogen or hydrocarbon radical havipg 1 — 12 carbon atom , 
comprising the reaction betweon : 
( a ) a MgCl2 . ROH compound , wherein O < m < 0 . 5 and 

R is an alkyl, cycloalkyl or asyl radicat having 1 to 

12 carbon atoms; said MgCl .mROH compound be 
ing the chemical detalcoholation product , optionally 
with A1 Alalkyl compounds, of adducts MgCl2,PROH 
( wherein 0 . 1 < p < 2 ) which in turn is tho thorel 
dealcoholation . product of MRCI . GROH ( 

W TO in 
25 

3 . 5 ) ; 


Iod. a . : 172 C 9. 

181560 
Int. C1.4 : D01 D 5 / 42 . 

IMPROVED CUTTING MACHINE FOR CUTTING 
FIBRES , A METHOD OF PRODUCING CUT FIBRES 
THEREWITH AND CUT FIBRES PRODUCED THERE 


BY . 
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FIG - 1 


CELL WIDTH FEEDBACK 


(b ) a titanium compound of formula TI (OR ) n Xy-n 

wherein n is comprised between 0 and 0 .5 inclusive, 
y in 2, 3 or 4 , X is halogen and R is an alkyl nadi 
cal having 2 -— 8 carbon atoms or a COR group ; 

vaid rçaction between compounds ( a ) and (b ) be 
ing carried out at temperature botwcon 80 And 
135°C AND A Ti,Mg ratio of at least 0 ,05, option 
ally in the presence of an electront donor compound 
selected from ethers and alkyl, cycloalkyl, aryl 
esters or polycarwoxyl acids in molar ratlos with 
respect to magnesium halide comprised betwetn 1: 2 
and 1 : 20 . 


COMMAND 


COMPUTER 


STYLUS 
DRIVER 


video 


(Compl. Specn . 25 pages ; 


Dry . Nil.) 
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Ind. cf. : 154 C . 

181562 
Int. C1:4 : B 44 B 3./00 . 

AN ENGRAVER FOR ENGRAVING A CYLINDER 
AND A METHOD FOR ENGRAVING . 

Applicants : OHIO ELECTRONIC ENGRAVERS, INC ., 
A CORPORATION OF THE STATE OF OHTO , OF 4105 
EXECUTIVE DRIVE , DAYTON , OHIO 45430 , U . S. A . 
Inventors : 

1. PAUL L . HOLOWKO 
2 . JOHN W . FRASER 
3. ERIC J. SERENJUS 
4 . CURTIS WOODS 

S. DAVID R . SEITZ . 
Application for Patent No . 67 / Cal / 94 filled on 2nd Fch 
ruary , 1994 . 

Appropriate Once for Opposition Proceedings (Rule 4 , 
Patonte Rules, 1972 ), Patent Office, Calotta . 


Esi 


12 


46 


( Compl. Spocn . 31 pages; 


Drgs. 9 sheets.) 


21 Claims 


Ind. Cl. : 173 A . 

181363 
Int. C1.4 : BIS B 17 /04 . 

AN APPARATUS FOR THE UNIFORM DISTRIBU 
TION OF A SMALL AMOUNT OF A LIQUID ONTO 
THE SURFACE OF FINELY PARTICULATE SOLIDS . 

Applicants , HOFCHŞT AKTIENGESELLSCHAFT, D 
65726 , FRANKFURT AM MAIN , FEDERAL REPUBLIC 
OF GERMANY , A CORPORATION ORGANISED 
UNDER THE LAWS OF THE FEDERAL REPUBLIC OF 
GERMANY 


An engraver for engraving a cylinder (10 ) with an actual 
cut in accordance with predetermined setup parameters, said 
engraving apparaty comprising : 

an engraving head having an electromagnetic driver (61 ) 
and an engraving stylus (20 ) ; 

a computer ( 34 ) coupled to a video processor ( 41), said 
computer being capable of receiving a plurality of input sig 
nals corresponding to said predetermined setup parameters 
( BW , HW , Vmax , Vh , Ks ) block ( 102 ) and also for generat 
Ing a plurality of energizing signals ( 80 , 82 ) on line (60 ) 
for energizing said engraving head to engrave an actual cut 
having dimensions corresponding to sad predetermined setup 
parameters; 

an error correction means comprising : 

determining moons ( 58 , 46 , 41) for determining an error 
value ( E ) , to the difference between a desired measurement 
and a measurement of the actual cut; and 


Inventors ; 

1. STEFAN HEFFELS 
2 . JOHANNES HARTEL 
3 . GERHARD NOLTNER 
4. PETER MISCHKE. 


Application for Patent No . 92 , 0al /94 Aled on 14th Feb ., 
1994 . 

Appropriate Office for Opposition Proceedings (Rule 4 , 
Patents Rules, 1972 ) , Patent Office , Calcutta , 

10 Claims 
An apparatus for the uniform distribution of a small amount 
of a liquid such 19 herein described onto the surface of 
finely particulate solids such as hercin described , compris 
ing : 

a mixer having an associated inlet for introducing the foly 
particulate solids downward into the mixer and at least one 


maid coulputer being capable of receiving said error value 
( 8 ) and adjusting said plurality of energizing signals such 
that said engraver engraves an actual out correspponding to 
gaid prodotormlocd selup parameters . 
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ultrasonic nozzle , said at least one nozzle having a through 
put of the liquid of from 2 8 / 1 to 800 g / h and being mount 
¢d in a vertical inlet pipe such at the nozzle sprays down 
ward from above the mixer , said nozzle further being 
connected to a feed device providing the liquid under pres 
Elre . 


Ind . Cl. : 42C . 

181565 
Int, Cl. : A 24 D 3 / 10 , 3 / 14 

STRUCTURES FORMED FROM CELLULOSE ACE 
TATE . 

Applicant : RHONE-POULENC RHODIA AKTIENGES 
ELLSCHAFT, OF D -79013 FREIBURG , POSTFACH 1320 , 
GERMANY 
Inventors : 

1. EBERHARD TEUFEL. 

2. ROLF WILLMUND , 
Application No. 0385 / Cal/ 1994 Aled on 24th May 1994, 


Drgs. Nil. ) 


(Compl. Specp . 15 pages; 


Appropriate Office for Opposition Proceedinga (Rulo 4 , 
Patents Rules 1972 ) . Patent Office , Calcutta . 


6 Claims 


Ind . Cl. : 203 . 

181564 
Int. C1.4 : B 65 H 18 / 08 . 

A METHOD AND APPARATUS FOR MANUFACTUR 
ING A WOUND WEB ROLL . 

Applicants : BELOIT TECIINOLOGIES , INC ., A CORPO 
RATION INCORPORATED UNDER THE LAWS OF THE 
STATE OF DELAWARE, U . S . A , OF SUITE 512 , 300 DE 
LAWARE AVENUE WILMINGTON , DELAWARE 19801, 
U . S . A , 
Inventor : BRIAN CHARLES ADAMSKI, 

Application for Patent No. 197 , Cal /94 filed on 24th March , 
1994 . 

Appropriate Office for Opposition Proceedings (Ruile 4 , 
Patents Rules , 1972) Patent Office, Calcutta . 


Structures , formed from cellulose acetate such as herein 
described , in which an additive is present, whoroin the struc 
tures are in the form of filaments , staple fibers , filme, foilo, 
sheets or in the farm of other objects obtained by inujection 
molding, extruding or blow -molding, characterized in that the 
additive consits of a nitrogenous organic compound , upon 
the degradation of which by micro organiso basic decompo 
sition products, in particular ammonda and / or humicom 
pounds having a NH group or NH groups and /or NHO 
group or NH groups, are formed . 


26 Claims 


( Compl. Speen . 25 pages ; 


Drgs. NII.) 


181566 


Ind . Cl. ; 4042, 40F , 2014 , D . 
Int. C1.1 ; CO2F 1 / 28 . 


APPARATUS FOR METHOD FOR TREATING WATER 
WHICH CONTAINS CONTAMINANTS . 


A method of manufacturing a wound web roll by reeling 
a travelling web comprising the steps of : 

moving a reel spool (18 ) to an initial position ( 33) ; 

rotatively supporting a rçel spool ( 18 ) having a rotational 
axis (25) in an initial position (33 ); 

applying torque to the reel spool in its initial position to 
rotato and drive the reel spool ( 18 ) ; 

engaging the reel spool in its initial position with a mov 
ablc, rotatively driven support drum ( 48 ) along a nip pressure 
line of contact ( N ; ) therebetween ; 

bringing a travelling web ( W ) onto the reel spool in its 
joitial position to commence winding the web into a wound 
web roll ( 8 ) thereon ; 

moving the web rull ( 8 ) being wound subscantially horizon . 
tal from the initial position ( 33 ) to a winding position (41 ) 
while maintaining at rotatively supported (12 ) and in nipping 
engagement with the support drum ( 48 ) ; 

Maintaining torque on the reel spool ( 18 ) and nip pressure 
(No) between the support drum ( 48 ) and the wound web roll 
( 8 ) in the winding position (41) at desired levels until the 
wound web roll reaches a predetermined diameter. 


Applicant . WHEELABRATOR ENGINEERED SYSTEMS, 
INC ., OF 1950 OLD HIGHWAY 8 , NEW BRIGHTON , 
MINNESOTA 55112 , U . S . A . 


Inventuis . 

1. STEPHEN ALAN UBAN 
2 . RICHARD CHARLES MAXSON 
3 . RALPH WILLIAM HOLLIDAY 

4 . MARK ERWARD WATSON , 
Application for Patent No. 409 /Cal / 1994 filed on 30 
May , 1994 . 

Appropriate Ofice for Opposition Proceedige (Rule 4, 
Patents Rules, 1972 ) , Patent Office , Calcutta , 


25 Claims 


53. 37 


An apparatus for trcating water which contains contami 
nants , such as herein described , the apparatus comprising : 

A gas condactor vegsel having an inlet for water to be 
treated and an outlet ; 


A 


- 


1 


. 


t 


- 4LOTTA 


An ozonc generator system adapted to inject ozone into 
water inside the vessel; 


126 125 / 


1r 


ALIU 


A solids separation system connected to the gas contactor 
vessel outlet to receive water from the vesel; and 


تاسالم 


477 


79 78 


72 


1 


. 


? 18 


. 


1777 ,60 


- 


- 


- 


A gas collector , upstcam of the solidy scparation system 
operable to separate ozone from the water before the water 
enters the solids separation system , 


- 


- 


113 h 


113 


5 


Filt 


( Compl. Specn . 53 pages ; 


Drys. 7 sheets .) 
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181567 


Ind . Cl. : 40 F . 
Int. C1. 4 ; B 01 I 19 / 20 . 


APPARATUS FOR PROCESSING POLYMERS AND 
PROCESS FOR PREPARING THE SAME . 


I . 120 


EU47 E 


UR 


- - - - 


Applicant : E . I.DU PONT DE NEMOURS AND COM 
PANY, OF WILMINGTON , DELAWARE , UNITED 
STATES OF AMERICA , A CORPORATION ORGANIZED 
AND EXISTING UNDER THE LAWS OF THE STATE OF 
DELAWARE , UNITED STATES OF AMERICA . 

Inventor : JOHN MAURICE IWASYK . 


*-,map . 1 - 36 
10 
/ 2 


JULI 


IL 


T 


OPP 


T - 


i , 


, 


404 


LY ! 


NA 


Gud 


- 


Whey 


+ 


- + 


26 


3 


Application No. 448 / Cal / 94 filed on 14-6 - 94 . 


de 40 


7 


. 


Appropriate Once for Oprosition Proceedings ( Rult 4 , 
Patontı Rules , 1972 ) Patont Office , Calcutta , 


w 


19 Claims 


* 


2 


14 - 1 - 1 


An apparatus for processing at least one linçar polymer 
comprising : 
(a ) an agitator section having an outlet adjacent t .. 

bottom thereof ; 
(b ) a transfer screw disposed adjacent the outlet of the 

pagitator section ; 
( c ) a spiral ribbon extending upwardly from the trans 

fer screw ; 
( d ) a ring disposed vertically above the spiral ribbon ; 

and 
( e ) at least one baffic disposed vertically above the 

spiral ribbon and connected to the ring , 


(Compl. Spoon 21 pages ; 


Drgas. 4 shcats .) 


101568 


Ind . Cl. : 160 D 
Int. Cl. ! : B 60 B 1 / 00 . 

SPOKED VEHICLE WHEEZ . 


1 / 4 


IV6 


Applicant : RAPHAEL SCHI .ANGER , A CITIZEN OF 
UNITED STATES OF AMERICA OF 128 HULDA HILL 
ROAD , WILTON , CONNECTICUT 06897 , UNITED STATES 
OF AMERICA 

Inventor : RAPHAEL SCHLANGER . 
Application No. 824 / Cul/ 9.1 filed on 10 - 10 94 . 

Appropriate Online for Opposiuna Proceedings (Kult 
Patents Rulcs, 1972 ) , Patent Scs, Calulitia , 


38 Claim : 


A spoked ychicle wheel comprising in annular rim ( 12 ) , 
a central huli ( 18 ), and a plurality oj pches ( 22 ) running 
between the rim and hub , characterised in that : cach spoke 
hest width is thicknces ratio of at least 2 . 1; 


11 


said spokes have spoke potions comprising an inside spoke 
portion ( 24 ) in fixed iclationship to De hub und an outside 
spoke portion ( 26 ) in fixed jalationship to the rim ; 


said spokes extend radjally outwardly between the hub and 
the rim ; 


an encircling moinber ( 20 , 92 ) is fixed to at least one of 
the inside and outside spoke portions and included with at 
least one of the annulat lim and the central bub , said encir 
cling member delinjug a continuous hollow annulus (32 , 
96 ) ; 


20 


fixing niaans ( 36 , 76 , 80 , 86 , 98 ) are provided adjacent 
said hollow annulus for Axing said spokes to suid encircling 
meniber ; and 


adjusting means ( 36 , 76 ) are connected with the spokes for 
adjusting the tension of the spokes . 


(Compl. Spccn , 23 pagos; 


Drgos, 6 - shcets.) 
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7 Claim . 


A process for preparing substituted 3-hydroxyquinolinos 
which comprises roacting substituted 8 -chloroquinoline of the 
formula : 


C . ; 206 B 

181569 
Int. Cl. : IT 04 N 9 / 79 

FREQUENCY FOLIVNO IN ! ORMATION SEPARATING 
CIRCUIT . 

Applicant : SAMSUNG EI .ECTRONICS CO , LTD ., OF 
416 , MAETANDONG , KWONSUN -KU , SUWON , 
KYUNGGI-DO , REPUBLIC OF KOREA. 

Inventor : YONG JE KIM . 
Application No. 131 / Cal/ 1996 filed on January 29th , 1996 . 

Divided out of No. 732 C - 1 / 1991 anto -dated to 27th , 
Sapteraber, 1991. 

Approprinte Once for Opposition Proccodings Rule 4 , 
Patent Rulcs, 1972 ) . Falert Oles , Calcutta . 


3 Claims 


whorein Ria C .-C . alkyl, hydroxy - C - Ct- alkyl, C1- C4-alkoxy 
C1- C , alkyl, C1-C haloalkyl, or dl- C - Cm alkylamino - C1- C . 
alkyl in a stirred pressure roactor with dilute alkalinc solu 
tion in the preconce of a cupric catalyst at & topperaturo 
within tho rango of 150°C - 200°C . 


A froquency folding informatioa weparating circuit in a 
video reproducing app:! atur biving a luninance reproducer 
( 110 ) for scproinciog efl luminnnce signal from the 
video signal recorded by folding it high frequency video signal 
of a full bandwidth ou a recordini dicdiuri of a limited band 
width , ani trequency untolding circuit for generating a lumi 
manco signal of full bandwidik by unfolding the foldou high 
Iroquency video signal ficm 15€ luminanco reproducer ino 
the original froquency bond , said sperating circuit comprising : 


( Compl. Specn . 7 pege; 


Dra . Nil .) 


a position detector (120 ) having its input terminal con 
nected to the output torminal of the luminance repproducer 
( 110 ) for detecting the inserted position of the frequency 
folding information by the dynchronous signals in the re 
produced luminonce simpal, the olitput torminal of the lumi 
nance reproducer ( 110 ) being connected to a first output ter 
minal ( 105 ) of the circutit; and 


181571 


Ind . Cl. : 63 B ; 63 H ; 65 B 2 
Idr. C . ; H01 F 3 /00 ; H 02 K 15 / 02 ; 

H 02 K 1 / 00 ; H01 M 27 / 24 


frequency folding infornetion separator ( 130 ) having a 
first input terminal connected th the output terminal of tho 
luminance reproducer ( 110 ) , second input terminal con 
nected to the outpu : ! iminal of the position detector ( 120 ) 
and an output terminu ! connected to a second output termi 
nal ( 115 ) of the circuit, said separator separating the free 
quency folding information inserted in the reproduced lumi 
nance signal by reaponding to the position detected by the 
position detector ( 120 ) and supplying the sopparated frequency 
folding information to the frequency unfolding circuit connect 
ed to the ancond output terminal ( 115 ) of the separating cis 
cuit . 


AN ALUMINIUM FOIL WOUND ELECTROMAGNETIC 
CORE AND AN APPARATUS AND METHOD OP MAK 
ING THE SAME. 


Applicant : ALACRITY FOUNDATIONS PRIVATE 
LIMITED AN INDIAN COMPANY , OF 15 THIRUMALAI 
ROAD , T . NAGAR , CHENNAI-600 017 , TAMILNADU , 
INDIA . 


( Compl. Spern . : 13 Pakos; 


Drgs. : 2 Sheets ) 


Inyontor : 

(1 ) DILIP DNYANESHWAR DHARMASTMAL . 
( 2 ) RAMAKRISHNAN CHANDRASEKHARAN . 

BOTH ARE INDIAN CITIZENS. 


Application No. 500 /Mas / 93 Aled on 21st July, 1993. 


01. ; 32 P 2 ( b ). 

181.970 
Int. C1. : C 09 D 215 /24. 

PROCESS OF MAKING SUBSTITUTED 8 -HYDROXY 
QUINOLINES FROM SUBSTITUTED 8 -CHLOROQUINO 
LINES . 


Appropriate Office for Opposition Proceedings ( Rule 4 , 
Patents Rule, 1972 ) Patont Office , Chennai Branch . 


10 Claims 


Applicant : AMEVCAN CYANAMID COMPANY, OF 
FIVE GIRALDA FARMS, MADISON , NEW JERSEY 
07940 0874 , UNITED STATES OF AMERICA . 


Inventors : 

1 . ROBERT S . MARMOR . 
2 . HENRY IFE STRONG . 
Application No 477 / C - 1196 filed on 21st May , 1996 . 
( Convention No: 08 /448,693 ; on 24 -5- 95 ; in USA . 
Appropriate Offic . for Opposition Proceedings (Rule 4, 
Patents Rules, 1972 ) , Patent Office , Calcutta . 


An aluminium foil wound electromagnotic core sultable for 
devices such as transformos, chokes, motors , comprisiog a 
laminuted core formed with stacked magnetic laminations, an 
insulator bobbin adapted to fit tho said laminated ccro , 
characterised in that the said insulator bobbin belng provided 
with at least one section of concentric windings of aluminium 
foll not exceeding 0.5 mm thickness as current carrying con 
ductors , an insulator sheet of film separating cach layer of 
said concentric winding of aluminium foil and terminations 
and tappings are provided from the suid aluminium foil wind 
ings by means of good clectrical contacts Fuch as copper in 
the form of wires or strips . 
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EMCELOS ALCA 


grame control dovico is forded to dellvor a nominal valuo 
signal, variable with time and tho output of tho comparator 
( 20 ) is connected to a threshold switch (25 ) lipked top 
ularım device ( 27 ) . 
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181373 


Ind. a . : 172 D & 
Int. 01. : D 01 H 1 / 02 


(Qom : 17 PAS ; 


Drwgs. : 3 Sheats ) 


A SPINNING MACHİNE , IN PARTICULAR RING 
SPINNING MACHINE . 

Applicant : MASCHINENFABRIK RIETER AG A BODY 
CORPORATE ORGANISED UNDER THE LAWS OF 
SWITZERLAND , OF CH - 8406 WINTERTHUR , SWITZER 
LAND 


Inventor : 1. LATTION ANURE . 


Ind . C . : 172 D 4 

181572 
Int. C1. : D 01 H 13 / 30 

A DEVICE FOR MONITORING SPINNING POSI 
TIONS. 


Application No. 518 /May/ 93 Aled on 27th July, 1993 . 

Appropriate Office for Opposition Proceedings (Rule 4 , 
Patents Rule, 1972 ) Patent Office , Chennai Branch . 


Applicant : MASCHINENFABRIK RIETER AG OF CH 
8406 WINTERTHUR SWITZERLAND A BODY CORPO 
RATE ORGANISED UNDER THE LAWS OF SWITZER 
LAND 


10 Claims 


Inventor : ( 1 ) WOLF HORST. 
Application No. 317 /Mas / 93 filed on 27th July, 1993. 

Appropriato Office for Opposition Propeedings (Rule 4 , 
Patents Rulo . 1972 ) Patent Office , Chennai Branch , 


7 Claims 


A dovko for exonitoring of spinning positions of a spinning 
machino , in particular of a ring spinning machine with spindles 
( 3 ) arranged on the spinning positions ( 1 ) on which the yam 
producod is wound , wherein each spindle ( 3 ) , or the power 
required from the motor ( 5 ) driving the spindle ( 3 ) is asso 
ciated with a recolving signal value generator ( 19 ) , the output 
of which is connected to the first input ( 1 ) of a comparator 
(21) and a program control device ( 23 ) is connected to the 
escond input ( W ) of the gold comparator ( 21 ) the gaid pro . 


A spinning machine, in particular ring spinning machino , 
with at least one , but preferably two rows of rotatably drl 
vablo , spindles ( 11 ) , which rows are opposite of one another 
and extend in the longitudinal diroction, and drafting arrange 
ments ( 12 ) disposed above said spindlos ( 11 ) and allocated 
thereto and provided with , drive ( 19 ) , and a ring bank ( 16 ) 
comprising cylinder carriages ( 14 ) as well as passage openings 
( 15) for the spindlos ( 11 ) , which bank carries the traveller 
ring ( 17 ) allocated to each spindle ( 11 ) and which is liftablo 
and lowerable by means of a drive ( 18 ) , with the drives ( 18 , 
19 ) for the drafting arrangements ( 12 ) and the ring banky 
( 16 ) being provided in a hoad frame or base framo ( 20 , 21 ) 
which also carry the spindle drive ( 22 ), characterized in that 
tho ring bank drive ( 18 ) and the drafting arrangement drive 
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( 19 ) are cach housed in at least one prefabricated modulo 
(23, 24 , 30 ; 25, 26 ) which is completely mounted in the head 
thame or base frame ( 20 , 21 ) , 
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Ind . Cl. : 172 E 


181574 


Int. C1.4 : B 65 H 75 / 20 


( Com . ; 20 Pager : 


Drwgh. : 2 Sheets ) 


: YARN TUBE WITH REDUCING DIAMETER . 

Applicant : FABIA ROMAGNOLI AN ITALIAN NA 
TIONAL, OF VIA PIER DELLA FRANCESCA NO . 8 , 
50047 PRATO , ITALY , 


Ind . Cl. : 126 D 

181575 
Int. C1. ; G 01 N 33 / 36 

A CAPACITIVE SENSOR FOR DETECTING FLUCTUA 
TIONS IN THE MASS AND OR DIAMETER OF RUNNING 
LENGTHS OF ELONGATED TEXTILE TEST MATE 
RIAL . 


Ioventor : FABIA ROMAGNOLI. 


Application No. 522 /Mas / 93 filed on 28th July, 1993. 


Appropriate Oſlice for Opposition Proceedings ( Rule 4 , 
Patents Rules , 1972 ) , Patents Office , Chennai Branch . 


Applicant : ZEL ).WEGER USTER AG ., A SWISS COM 
PANY , OF WILSTRASSE 11 CH - 8610 USTER , SWIJZER 
LAND . 


5 Claims 


Inventor : NIKLAUS HILDEBRAND . 
Application No . : 586 /Mas /93 filed on 19th August, 1993. 

Appropriate Office for Opposition Proceedings (Rule 4 , 
Patenta Rules , 1972 ) , Paten :s Ofico, Chennai Branch . 


8 Claims 


A yarn tube with reducing diameter comprising a cylindrical 
wall having a longitudinal axis , said cylindrical wall having 
diameter reduction means for reducing a diameter of said 
wylindrical wall , when compressed by yarn , said diameter re 
duction means has a plurality of slots defined by said cylindri 
dal wall, each of said plurality of slots extending substantially 
parallel to said longitudinal axis, said plurality of slots being 
Arransed in a plurality of rows, ench of said plurality of rows 
oxtondin “ substantially parallel to gaid longitudinal Xis . slots 
of one of said rows being staggered with respect to slots of 
adjacent rows, said cylindrical well hain , veildahle centripe 
Rally move longitudinal sides of vaid slota doser together 
and rodutocala diandtor of said cylindrical wall. 


A capacitive açnsor for detecting fluctuations in the mass 
and / or diameter of running lengths of clongated textile test 
matorial comprising a retaining block having an open -ended 
slot therein through which the test material may be passed ; a 
first capacitor plate on said retaining block and extending 
along one side of said slot; a second capacitor plate on Ald 
block gonerally parallel to sa d first plate and extending along 
an opposite side of said slot in s edri Hition to sad first 
plate ; gulde means of nonconducting plastic material having a 
How dielectric congtant for confinin the textilo test material 
in a predetermined area of the slot to reduce a position effect 
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4.980ciated with the first and second capacitor plates the guido 
moans being disposed in said slot and having first and second 


guide portions for preventing close approach of the test Tinto 
rial to said capacitor platos . 
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( Comp. Specn . ; 11 Pages; 


Appropriate Office for Opposition Procecdings ( Rulc 4 , 
Patents Rules, 1972 ), Patent Office , Chennai Branch . 

10 Claims 


Ind . Cl. ; 171 

181576 
Jot. Cl. : G02 C 7 / 02 

G02 B 3 /00 . 
PROCESS FOR THE PRODUCTION OF OPHTHALMIC 
LENS. 

Applicant ; AKZO N V , A NETHERLANDS COMPANY , 
OF VELPERWEG 75 , 6821 BM ARNHEM , THE NETHER 
LANDS . 
Inventors : 

1. HANS LEONARD KUIPER , 
2 . ROBERT WINSTON VAN DE GK4AF. 
3 . MIEKE RUISCH , 


An improved cigarette packing machine comprising means 
for supplying cigare tes to vanes having guiding and holding 
mcans to guide a predeterniined number of cigarettca evenly 
distributed in at least onc row , means for transporting tho 
said cigarettes to a wrappping station , provided with folders 
and tuckers, means to supply sheets metal foil cut lo he de 
sired size by cutting means provided with cutting blades rota 
table in thcir horizontal axis , the said folding and fucking 
means wrapping the cigarettes in a single bundlc , means for 
supplying a single winged slide member at a time, he supply 
bcing timed to supply a singlc advancing foil bundle , means 
for enfolding the foil bundle in the slide member , neins to 
supply a single shell member at a time in an open conigura 
tion imed to meet the advancing slide and cigarette bundle 
assembly to form a shell and slide package and means for 
ejecting the so packed cigarette in an upright manner, the drive 
assembly of the machine being a cam indexing unit. 


Application No. 605 /Mas /93 filed , on 26th August 1993. 

Appiopriate Office for Opposition Proceedings ( Rulo 4, 
Patents Kulos, 1972 ), Patont Office , Chennai Branch . 


8 Claimo 


. 


A process for the production of an opthalmic lens with 
a refractive index of 1. 50 to 1. 51 comprising polymerization 
castings of a curable composition comprising 60 - 99 wt % 
of at least one poly (allvl carbonate ) of a polyhydroxy al 
cohol, said polybydroxy alcohol having from 2 to 20 carbon 
atonts and from 2 to 6 hvdroxy proups in the molucule , 001 
to 10 wt % of at least one radical initiator, and 0 - 20 wty 
comonomers , at 30 — 100 C for 0 . 5 - - 100 hours , characterized 
in that he polymerization casting is carried out in the presence 
of at least one diallyl phthalate type oligomer in un amount 
1cas than 10 wt % , said dialul milyen alote tune oligomer in un 
amount less than 10 wt % 82 d diallyl phthalate type oligomer 
being of the formula I 


FIUTI 


dry -ch -CH20 - C - - 


- C - 0 - -XV - C 


- - 


H -CH2 (1 ) 


( Com . : 13 Pages ; 


Drwgs, : 1 Sheet ) 


( Compl. Specn , 17 pages; 


Drwgs. Nil.) 


Ind . Cl. : 42 A - 1 

181577 
Int. Cl. : B 65 B - 19 /00 

AN IMPROVED CIGARETTE PACKING MACHINE 
AND A METHOD FOR PRODUCING CIGARETTE PAC 
KETS THEREWITH . 


Ind . Cl. : 95 K 

181978 
Int. Cl. : B 25 B - 13 / 08 

OPEN - ENDED SPANNER . 

Applicant : CHIH CHING HSTEH , OF NO . 64, LANB 
107, LIEN TSUN ROAD , FENG YUAN CITY , TAICHUNG 
HSIEN , TAIWAN , REPUBLIC OF CHINA , CITIZEN OP 
TAIWAN , 

Inventor : 1. CHIH CHING HSIEH . 

Application No . 659 /Mas /93 filled on 20th Septembor . 
1993. 


Applicant : VST INDUSTRIES LIMITED , AN INDIAN 
COMPANY , OF AZAMABAD , HYDERABAD - 500 020 , 
INDIA . 

Inventor : 1. C . S . VAIDYANATHAN . 

Application No. 646 /Mas / 93 Aled on 14th September, 
1993. 


Appropriate Office for Opposition Proccodingo ( Rudo 4 , 
Patont, Rulo , 1972), Patent Office, Chennal Branch , 


PART I - Sec . 2 ) 


TITE GAZETTE OF INDIA , JULY 11, 1998 (ASADHA, 20 , 1920 ) 


825 


6 Claims 


maln lege ( 12 ) being extended by smaller diameter socondary 
lego (18 ) descending from the transition region ( B ) at tho 
point of divergence of the main legs ( 12 ) and to the base of 
the structuro ( 10 ) . 


Ao open -ended spanner comprising : a handle having two 
opposite onds ; and a head portion integrally formed on at least 
one of the endy of said handle , said head portion having two 
substantially parallel opposite jaw memocr euch defining an 
inder side and in outer side, and a throat portion which con 
nocts said two jaw members, cuch of said two paw members 
having a first section , a second eection and a third section , 
characterised in that : said first section is a smooth plane de 
fining an inner end near said throat portion and an outer end 
noar an opening between said iwo jaw members , a recess is 
formed in a mediate portion of said first section and has 
anu odge near maid outor end and an arc- shaped portion near 
said inper end ; said second soction is a smooth plane extend 
ing from said inner ond of said first section toward 
said outer side of said corresponding jaw member and ending 
at a point where said third section starts, an acute angle is 
formod between said first section and said second section and 
said third section is a smooth plane extending from a firat end 
toward said inner side of suid corresponding jaw member and 
ending at 1 place connecting with said throat portion , suid 
corner with an obtuse nile substantially equal to 120 is 
formed thercbetween . 


rinn PINK berum 


(Comp . Speca . : 11 Pages; 


Drwg. : 5 Sheets ) 
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Ind . Cl. : 23 B ; 51 D . 

181580 
Int. CI. : A 45 Dy 27 / 24; B 26 B 21 /10 ; B 65 D 83 / 10 - 

A PROTECTIVE CASE FOR A SAFETY RAZOR HEAD 
AND A SAFETY RAZOR HAVING THE SAME. 

Applicant : UPPINANGADY VARADARAYA NAYAK 
15 -48. HAPPY VALLEY, KALPANE, KULSHEKAR , MAN 
GALORE - 575 005 , KARNATAKA STATE , INDIA , AN 
INDIAN CITIZEN . 
Inventor : UPPINANGADY VARADARAYA NAYAK . 

Application No. 679 /Mas /93 filed on 27th Sepetember, 
1993 . 


Com . : 12 Pages; 


Drwgs. : 4 Sheets ) 


Appropriate Office for Opposition Proceedings (Rule 4 , 
Patents Rules, 1972 ) , Patent Office , Chennai Branch , 

6 Claims 
A protective case ( 1 ) for a safety ruzor head ( 5 ) and a 
safety razor ( 2 ) having the same having a handle ( 3 ) com 
prising a case ( 4 ) for enclosing the razor head ( 5 ) Therein , 
the case ( 4 ) being attachable to and detachable from the razor 
head ( 5 ) / razor ( 2 ) characterised in that the case ( 4 ) is 
having an opening / slit (6 ) in one side ( 7 ) of the caso 14 ) for 
inserting the razor head ( 5 ) into the case ( 4 ) therethrough and 
and opening / slit ( 9 ) in an adjoining side ( 8 ) of the caso ( 4 ) 
for the passage of the bandle ( 3 ) therothrough , tho Haid open 
ings / slits (6 , 9 ) being in communication with each other, 
the opening slit ( 9 ) in the adjoining side ( 8 ) extending from 
the opening / slit (6 ) in the said one side ( 7 ) of the case 


( 4 ) . 
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Ind . Cl. : 101 B , F . 

181579 
Int. C1.4 : E04 C 3 / 02 

A STRUCTURE FOR SUPPORTING AN OFF -SHORE 
PLATFORM . 

Applicant : PETROLEO BRASILEIRO S . A .-PETROBRAS . 
OF A V REPUBLICA DO CHILE NO . 65, RIO DE JANEI 
RO , BRAZIL , A COMPANY ORGANISED UNDER THE 
LAWS OF BRAZIL . 

loventor : 1. VITOR GIORDANIMACIEL . 
Application No . 670 /Mas / 93 filed on 23rd September , 
1993 , 

Appropriate Office for Opposition Proceedings ( Rule 4 , 
Patents Rules, 1972), Patent Office , Chennai Branch . 

5 Claims 
A structure for supporting an offshore platform comprising 
four main lega ( 12 ) , divergent in the lower region ( C ) and 
tranaltion region ( B ) of the said structure and parallel in 
pair in the upper region ( A ) from where extend vertical 
Rections ( 14 ) , said structure having in the lower region ( C ) , 

widened base ( 20 ) having oxternal latoral faces vith a 
dihodaral or approximately dihedral shape, sald structura 
fixable to the sea bottom by pilog or group of vertical piles 
(22 ) fixed to the lower ends of the four main logs ( 12 ) , sald 
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The following designs have been registered. They are not 
open to inspection for period of two years from the date of 
registration except as provided for in Section 30 of the Designs 
Act, 1911. 

The date shown in the each cptries is the date of the rogis 
tration included in the entries. 
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164850 170655 173524 165348 171789 165191 175149 175150 
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174812 174847 174859 174860 175509 171647 172280 169259 
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164977 165251 174206 173111 175520 176524 176856 178138 
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177714 177715 176841 177466 177719 177720 177728 177730 
177741 177745 177749 177762 177763 172417 169236 176449 
178372 178387 174207 174226 174227 174325 172178 176452 
176686 177241 167613 174311 165958 164975 166582 178371 
175742 178325 176687 176854 176852 162575 165849 164653 
165511 166004 176723 175724 172087 171987 170385 171798 
178172 174925 178377 176545 176261 176451 176453 177006 
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Class 1. No . 174150 , Dodla Vijayagopal Reddy of Associated 

marketing agencies, No . 1 , Second Street, Nanda 
nam Extonsion , Chamiers Road , Chennai-600035 , 
Taml Nadu, India , Indian national, " Electric Pro 

tecturs " , 24th June 1997. 
Clæs 1. Nos, 174453 & 174454 , Mondal Engineering & Co., 

an Indian proprietory fim of Jagadishpur Hat 
(Kamarpara ) , Howrah - 711328 , West Bengal, India . 

" Hinge" , 4th August 1997 . 
Class 3 . Nos . 114218 & 174219 , Tilak Raj Bagga , trading as 

Forward Auto Industries from A - 93 / 5 (GI) , 
Wazirpur, Delhi-110052 , India , an Indian national, 

" Polishing Brush Container" , 3rd July 1997 . 
Cla . 3. No. 174147 , Pooja Plas-ic Industries, Plot No. 408, 

G . I. D . C ., Sector 28 , Gandhinagar, Gujarat, India , 
a regu , partnership firm , “ Jerry Can ", 24th June 
1997 . 
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Class 3 , Nos . 174076 & 174077 , Reckitt & Colman Products 

Ltd . British comp. of One Burlington Lano, Lon 
don W4 2RW , United Kingdom , " Trigger Pump" , 

17th June 1997. 
Class 3 . No. 174078 , Reckitt & Colman Products Limited , a 

British company of Que Burlington Lane, London 
W4 2RW , United Kingdom , " Bottle With Trigger 

Pump " , 17th June 1997 . 
Class 3 . Nos. 174168 & 175169 , Motorola, Inc ., a corporation 

of the State of Delaware of 1303 East Algonquin 
Road, Schaumburg , Dünois 60196 , U . S . A ., " Fixed 

Wireless Terminal Enclosure " , 28th June 1997 . 
Clasa 4 . Nos. 174245 & 174247, Mulder India Private Limited , 

a company existing under the Companies Act, 1956 
of 12 Race Course Road, Bancalore - 560001, State 
of Karnataka , India . " Ceramic Tiles" , 8th July 

1997. 
Class 3 . Nos. 173423 to 173426 , Chief Controller, Dept. of 

Defence Research and Development, Defence Pe 
search and Development Organisation , Mioisiry of 
Defence, Govt. of India , Sena Bhawan , New Delhi 

110011, Inda , " A Strip Cutter " , 25th March 1997 . 
Class 3 . No. 173427 , Chief Controller, Dept. of Defence Re 

search and Development, Dcience Research and 
Development Organisation , Ministry of Defence , 
Govt. of India , Sena Bhawan , New Delhi- 110011, 

India , "Gel Strip Cutier " , 25th March 1997 . 
Class 3. No. 173435 & 173436 . Chief Controller, Dept. of 

Defence Research and Development, Defence Re 
search and Development Organisation , Ministry of 
Defence , Govt. of India , Sena Bhawan , New Delhi 
110011, India , " Gel Slot Maker " , 25th March 
1997 . . 
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